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Tinkhamtown Carolers Light the Night 
By Laura Fedak Pedulli 

Certain joys transcend time - and caroling is one 
surefire way to ignite the spirit of the holidays. 

The more than 50 carolers who ventured out to 
Tinkamtown Chapel on Saturday, December 17 enjoyed 
the chance to sing their favorite Christmas songs and 
also joined the generations of singers before them in a 
tradition that dates back over 100 years. 

That evening the pews were nearly filled as 
carolers sang some of the more traditional holiday tunes 
- including "Hark! The Herald Angels Sing'', ''O Come, 
All Ye Faithful", ""The First Noel" and "Silent Night" - 
by the light of about a half dozen kerosene lamps. Gail 
Roberts played the accompanying music on a 160-year old 
pump organ, which music leader Kate Webb said is one 
the oldest functioning in the state. Ms. Webb herself has 
participated in the event since her children were involved 




On the Cover & Above: Carolers gathered at Tinkhamtown 
Chapel in Mattapoisett on the evening of December 17, 2011, to 
evoke the Christmas spirit. Revelers enjoyed old holiday song fa- 
vorites and warmth from a potbelly stove. Photo by Felix Perez. 



in the choir 28 years ago. 

Another local with deep ties to the event. Crystal 
Randall Medeiros, remembers caroling at Tinkamtown 
Chapel every year as a child. 

"It is the same as I remember it. It really gets us 
into the spirit," she said. "People don't realize that so 
many people donate time for it to happen." 

Jocelyn White and Maggie Moniz also have been 
coming for years, and recalled singing a cappella years 
ago in an act special to the event. Ms. White said the best 
way to describe the event is "nostalgic." 

The Tinkhamtown Chapel itself is a historic 
landmark, which although no longer has a minister, 
occasionally hosts weddings and other events. The chapel 
lacks electricity, thus holiday carolers who stepped in 
the building that night also may have felt they stepped 
back in time. The chapel was nice and toasty thanks to a 
potbelly stove. 

A highlight of the event was a solo violin 
performance of "O Come, Emmanuel" by Megan Berard 
and children of all ages leading "The Twelve Days of 
Christmas" - with each holding a sign to keep everyone 
on cue. Of course, several times the days got mixed 
during the refrain, but all in good fun. 

Of the whole event, Ms. Webb simply said, "It 
was perfect." 

Local Youth Selected to Meet Governor 
By Laura Fedak Pedulli 

Some local youth are showing that giving back 
begins at any age. 

Due to their contributions to society. Old 
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Rochester Regional eighth graders Holly Frink, Evan 
Roznoy and Jared Wheeler recently were chosen to 
participate in a special day of community service, 
leadership development and networking with Governor 
Deval Patrick on January 14, 2012. 

These youth will represent Mattapoisett, Marion 
and Rochester as part of Project 351 - a ''youth congress'' 
formed each year with eighth grade "Ambassadors" 
throughout the commonwealth to celebrate service and 
civic leadership. 

The students were nominated by their teachers 
for embracing the ethic of service, or as the nonprofit 
Project 351 describes it, for embodying "humility, 
integrity, compassion, commitment and generosity of 
spirit." 

Each of the three eighth graders in one way or 
another give back to the community. 

Mr. Roznoy, for instance, is active in the 
Mattapoisett Boys Scouts and participated in related 
projects feeding the elderly, restoring an old fence around 
the Mattapoisett Historical Museum with the Lands Trust, 
and planted new trees. 

In his recommendation letter, ORR instructor 
Angle Vaughn said Mr. Roznoy "flies under the radar 
never looking for praise. This experience will encourage 
him to embrace his natural leadership skills." 

"In terms of integrity and generosity, Evan 
always puts what is 'right' ahead of what is 'popular,'" 
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Always in Bloom 
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Ms. Vaughn added. 

Mr. Roznoy said he is excited to go to Boston, 
adding that the ethic of giving back is alive and well with 
today's youth. 

"A lot of people do community service, much 
more than what people would normally think,'' Mr. 
Roznoy said. 

Mr. Wheeler of the eighth grade trio also 
expressed enthusiasm for the event. He said his current 
service includes tutoring seventh graders and helping 
ring the bell for the Salvation Army at Plumb Corner Mall 
in Rochester. He said the latter experience has shown him 
the generosity in people. 

"He always demonstrates a polite and responsible 
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demeanor, and his work ethic is above average/' said 
ORR instructor Jeffrey Lombard in his recommendation 
letter for Mr. Wheeler. The event "will bring a stronger 
sense of his potential leadership to our school and 
community/' he said. 

Eighth grader Holly Frink also is steeped in 
volunteerism, giving her time to an animal shelter, 
regularly helping out at a New Bedford soup kitchen, 
and starting a fundraising page for Invisible Children - a 
nonprofit that helps children in Uganda. 

Ms. Frink "exemplifies community" and is "just 
as helpful [in] her day to day interactions with her peers," 
said an unattributed recommendation letter. 

"Not everyone would give up a Saturday to 
volunteer," Ms. Frink said, but said many young people 
still do find a way to help - even if just by donating to a 
cause online. 

"These are all good kids," Principal Kevin 
Brogioli said of the Tri-Town Ambassadors. He said last 
year the three students enjoyed the community service 
work and loved meeting the governor and celebrities - 
such as the Boston Celtics' Ray Allen - who participated 
in the event. 

Therese Valente, who chaperoned Project 351 
last year, said that day of service in the state's capital 
impressed her. 

"There were so many kids there, I was impressed 
with how they wanted to help. It was amazing to hear 
what the kids do in their communities," she said. 

"It was uplifting. I left feeling like there is hope in 
the world." 

Elves Visit Natural History Museum 
By Joan Hartnett-Barry 

"She is starting it for me and then I'll finish it," 
said Max Richins, as Morgan Miedema started with two 
popsicle sticks and wove yarn around and between the 
cross of the two sticks. 

Max and Morgan and many others, gathered 
at the Marion Natural History Museum on Wednesday 
afternoon for a holiday gift making session, headed by 
Executive Director Liz Leidhold who was assisted by 
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several board members of the museum. 

Two work tables, loaded with yarn, sea shells, 
tree branches, sea glass, seagrass, magnets, coffee filters, 
pipe cleaners, crepe paper streamers, sparkles, felt 
animals figures, and popsicle sticks were available for the 
"elves'', who ranged from first to fourth grade, to create 
gifts. Holiday music played in the background, with the 
volunteers occasionally humming and singing along. 

The purpose was to make holiday gifts for 
parents, grandparents, siblings, cousins, neighbors and 
anyone else on the children's' gift list. 

Although the Lego corner was an irresistible 
attraction for several boys, they eventually gathered at 
the table to make turtles made of rocks, animal lapel pins, 
octopus tree ornaments, business card holders, sea shell 
refrigerator magnets, yarn squares, and a "mouse nest" 
made out of a walnut shell. 

"We do this every year and it is a celebration of 
the end of the after school program for the year" said 
Ms. Leidhold. "It gives the children a chance to make 
something to bring home and present to their family 
during the holidays." 

The after school program for 2011 included 
building a mini cranberry bog (in a cup), animal 
watching, rocks and fossils study, sessions on "bugs in the 
cranberry bog" and the importance of bees in nature. The 
museum also runs a Lego robotics club. 

Mr. Silva, a volunteer and board member manned 




The Wanderer 



December 22, 2011 



www.wanderer.com 



Dorothy L Dagnall Bookkeeping 

Certified Quickbooks ProAdvisor 

Bookkeeping • Payroll 
Quickbooks training <& support 

33 County Road 
P.O. Box 1422, Mattapoisett 
Entrance on east side of Ropewalk Mall 
ProAdvjsor opposite Post Office 




MERMAIDS 

Seafood Restaurant & Grille 

508-999-7777 • 508-999-7788 



QuickBoo 



508 758-8083 
dlclag@comcast . net 



the glue gun station and helped the children put "eyes'' 
on their creatures and secure felt around pin cushions, 
whose base was a sea shell with a felt top overtop cotton 
stuffing. 

"We have to wait until the paint is dry before we 
glue on the eyes/' said Mr. Silva to more than one child 
who approached, googly eyes in hand. 

"We've had the afterschool program here for 
many years and find that this is a great place for children 
to learn about nature and focus on the many exhibits," 
said Ms. Leidhold as she pointed to the extensive butterfly 
and seabird exhibits. 

Ms. Leidhold is planning the spring 2012 after 
school program which will include a study of whales. 
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rocket construction and a Star Lab portable planetarium 
program, among other science and nature oriented 
activities. 

For more information about the museum, visit 
www.MarionMuseum.org. 

Spontaneous "Flash Mob'' Delights Shoppers 
By Shawn Sweet and Anne Kakley 

A large group of SouthCoast carolers surprised 
and delighted shoppers at the North Dartmouth Mall last 
Friday evening, December 16, with a "flash mob" holiday 
performance. 

To the Christmas shopper, it appeared to be a 
spontaneous outpouring of holiday cheer, but in reality, 
the event began two weeks ago when Rochester native 
and Old Rochester Regional graduate Chad Michael 
Peters started buzzing about the project on Facebook and 
Twitter. 

By late day on Friday, approximately 200 people 
- including many Tri-Town residents - had RSVPed "yes" 
to attend the event, which took place at the Santa station 
in the mall. 

On his Facebook page, Mr. Peters issued a 
humorous and lively tutorial on how he wanted the carols 
to proceed. First, revelers would break out into "Deck the 
Halls" and don their Christmas attire. Then, they would 
transition into "Silent Night" and hold lighted LED votive 
candles, and then finish the surprise performance with 
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Early Fireworks In Custom House Square 
Qly Cetobfotes! Itew Year-s After Mm 

* AHA! partner eateries are o|?en late with im music & 
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''Jingle Bells'', complete with jingling. 

It went off without a hitch, and just like a "flash", 
the mob of over 200-300 people was disbanded within ten 
minutes of the performance's start. 

"I'm so excited. I feel like a kid waiting for Santy 
Claus," Mr. Peters said before the performance. Mr. Peters 
had been in close communication with Dartmouth Mall 
security to ensure that the added group would be able to 
complete the act in a safe manner. As a result, there was 
added security at the mall. 

"We just wanted to come together and share the 
spirit," said Mr. Peters. "For many of us, there's a history 
with the mall. We grew up shopping at Peerless and 
eating at Woolworth's. This [was] also a nice way to give 
back. People [could] shop before and after the event and 
spend their holiday dollars on their Christmas treasures." 

Mr. Peters said that he was "amazed" at the 
number of people who replied that they would attend the 
event. 

Mattapoisett resident Debbie Baldwin brought 
her granddaughter Autumn Tangney to the event on 
her way to a Christmas concert later in the evening. "I 
didn't practice, but I'm really excited about it," said Ms. 
Baldwin, who said that she wanted to videotape the flash 
mob more than she wanted to participate. 

Media - including cameras, video cameras and 
smartphones - were in no short supply as shoppers and 
carolers alike recorded the event as it unfolded. 

Content after the performance, Mr. Peters said 
that coordinating a flash mob had been on his "bucket 
list" and he felt satisfied that it went well. 

Rochester Scout Earns Heroism IVIedal 
By Anne Kakley 

On a February 2011 trip, fun was the furthest 
thing from 15-year-old Boy Scout Ben Ferreira's mind, as 
he watched a man fill up a gas can and snowmobile at a 
New Hampshire service station. 

Mr. Ferreira, who was sitting in his father's truck, 
observed the man as he spilled gasoline while filling the 
can. When the man started the snowmobile, he ignited the 
fuel and was engulfed in a ball of flames. 
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"The explosion was so loud, it shook the 
building/' said Mr. Ferreira. 

What followed was some quick thinking on the 
Rochester teenager's behalf, which has earned him the 
prestige of a National Heroism Award from the Boy Scout 
Council. 

When Mr. Ferreira saw that the man was on fire, 
he jumped out of his father's truck and ran into the gas 
station storefront. There, he saw the clerk struggling 
with the pin on a fire extinguisher. Mr. Ferreira took 
the extinguisher from the clerk and pulled the pin, ran 
outside, and quickly put the flames out. 

Thanks to his quick action, the man only suffered 
minor injuries. 
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Lifestyles Plaza 
Rt. 6, Fairhaven 
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(508) 991-2229 



Warmest Holiday Wishes from 
the Girls at Seconds Count! 
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Very few scouts are awarded the Heroism Medal, 
said Rochester Scoutmaster Michael Blanchard, who has 
been Scoutmaster for Mr. Ferreira's Pack 31 since 2010. 
Mr. Blanchard gave some perspective to the exclusive 
award, saying that only 3,230 Heroism Medals have been 
issued since the medal's inception in 1923 - compare that 
to the 2.1 million Boy Scouts who have obtained the fairly 
unusual achievement of Eagle Scout. 

"There are very few Heroism [medals] awarded,'' 
said Mr. Blanchard, who filed the application for a 
Heroism Medal after hearing about Mr. Ferreira's 
exceptional deed. "He and his whole family - they are 
absolutely thrilled. Fve been walking on air since I got the 
call from [the National Boy Scout Council]." 

Mr. Blanchard credits scout training with giving 
Mr. Ferreira the skill set needed to handle an emergency 
situation. While the victim struggled to put out the flames 
and pull the snowmobile away from the gas pumps, 
Mr. Ferreira pushed him away from the fully engulfed 
snowmobile and extinguished the flames. His father 
Dan Ferreira, a Rochester firefighter / EMT and assistant 
Scoutmaster, helped extinguish flames and assessed 
injuries on the scene. 

"I was very impressed with the way Ben reacted," 
said Mr. Ferreira. "He didn't hesitate. He just did what 
needed to be done. . . We're proud of him. We're pleased 
with him and he knows that." 

The process for a Heroism Medal, from 




Merry Christmas & 
Happy New Year 
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nomination to commendation, took six months, Mr. 
Blanchard said. In addition to a medal, Mr. Ferreira 
earned a Certificate of Achievement, a knot on his 
uniform, and a letter from Senator Scott Brown 
commending him on his deed. 

"We're very appreciative that Mike Blanchard 
took the time to submit the award and to follow up 
on it," said the elder Ferreira. "We don't know that 
all scoutmasters would have taken the time to follow 
through on this. We're very appreciative that he did." 

Ben Ferreira, a student at Bristol Aggie, intends 
on following in his dad's footsteps, to become a 
firefighter /EMT, with plans to take the EMT exam when 

he turns 18. 

Mattapoisett Maintains Single Tax Rate 

Mattapoisett Board of Selectmen 
By Anne Kakley 

At a classification hearing with town Assessors on 
December 19, the Mattapoisett Board of Selectmen voted 
to maintain a single tax rate among property classes for 
Fiscal Year 2012. 

Principal Assessor Kathleen Costello presented a 
FY12 assessment overview, which projected the average 
assessed value for property classes in the upcoming 
year. According to the findings, single-family residential 
assessed value would experience, on average, a 3.21 
percent increase, while commercial would experience 
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a .62 decrease and industrial would experience a 13.90 
percent decrease. 

Ms. Costello reported "larger than normal growth 
in new commerciar', which came with the addition of 
Yard Boss to Route 6 and a Toyota of Dartmouth collision 
center on Boat Rock Road, in the Industrial Park. 

"Basically, those two parcels really kicked up our 
new growth," Ms. Costello said. 

Overall, the average single-family residential tax 
bill will see an increase of $163 a year. 

The single family residential bracket represents 
94 percent of the Assessor's database. Assessments 
are property valuations that are determined by the 
Board of Assessors via real estate market analysis and 
Commissioner of Revenue regulations. 

Residents who disagree with a property 
assessment may file an abatement request at the 
Assessor's Office. 

Ms. Costello advised the Board to avoid a split 
tax rate. "Really, it is not worth while for the town of 
Mattapoisett," she said. "It would really hurt the small 
businesses in Mattapoisett." 

The Assessor's office has mailed notifications of 
the pending assessment to residents, including seasonal 
residents, Ms. Costello said. FY12 valuations can be seen 
by visiting the Assessor's office during regular town hall 
hours or by visiting www.Mattapoisett.net. 

Tabor to Enhance Street Signage 

Marion Board of Selectmen 
By Laura Fedak Pedulli 
A little over a month after a motorist struck and 
injured two Tabor Academy students on Spring Street, the 
school is undertaking an initiative to repaint crosswalks, 
increase wattage of streetlights and install "radar gun" 
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signs that would announce to oncoming cars their speed. 

The Marion Board of Selectmen at their December 
20 meeting okayed these measures to help improve 
pedestrian and vehicular safety on Front and Spring 
Streets. 

Specifically, the school will paint red ''STOP - 
LOOK - WAVE'' signs in the crosswalks themselves and 
plans to install the "radar gun" signs to the north around 
the area of the Fish Athletic Center and the southern end 
of the campus on the east side of Front Street. 

"To its credit. Tabor has taken a pro-active 
approach so [an accident] doesn't happen again," said 
Town Administrator Paul Dawson at the meeting. 

"They are paying closer attention and faculty and 



Jay Gould, DVM 



FELINE HEARTWORMS 

Can my cat get heartworms? 

Unfortunately yes. Cats that go outdoors and are 
bitten by mosquitos are at risk of developing heart- 
worms. 

I thought that dogs were the only animals to get heart- 
worms. 

Dogs, cats, as well as ferrets can get heartworms. 

What are the signs of heartworms in cats? 
Sudden difficulty breathing sometimes leading to 
death occurs occasionally. Other signs include cough- 
ing, gagging, vomiting and weight loss. 

What should I do about heartworms in my cat? 
If your cat goes outdoors, talk to your veterinarian 
about heartworm testing and giving your cat a month- 
ly heartworm preventative. 

You can contact Dr. Gould at 508-758-6400 or 
visit our website at MattapoisettAH.com 
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staff are doing a good job teaching the students that the 
streets are streets, not just a part of the campus/' he said. 

According to a December 20 letter to the board 
from Tabor Headmaster Jay Stroud, the school has 
worked closely with Police Chief Lincoln Miller on 
reviewing the advantages of the proposed signs and 
investigating increasing police presence on both Front 
and Spring Streets. 

"This is a great plan that benefits students and the 
community at large,'' Mr. Dawson said. 

In other business, the Selectmen approved 
changes to rules governing how commercial boatyards 
rent out their moorings. 

Marion Harbormaster Michael Cormier and 
the Marine Resources Commission had supported the 
measures, which they forwarded to the Selectmen for 
their approval. 

Essentially boatyards typically rent out their 
moorings for the season for commercial use, but allow 
transient vessels to pay a fee for unrented and available 
moorings. 

Under the new rules, the boatyards would have 
to determine which moorings are for transient boats, 
and which ones are for commercial vessels, by July 1 
each season. Moreover, information on boats docking 
at these moorings would have to be passed on to the 
harbormaster and would be subject to a fee if they stay for 
more than 14 days. 

Selectman Roger Blanchette said that in the 
past, Mr. Cormier has been sent on emergency calls to a 
transient vessel - for instance for diesel leaking - and "he 
has no clue who that person is" who owns the boat. 

"[Mr. Cormier] needs to be able to act in an 
emergency, but there are no rules and regulations right 
now. The harbormaster does a great job, and wants to 
make sure everyone is safe," he said. 

In addition to safety benefits, Mr. Blanchette said 
the measure ensures that the fee charged to the transient 
vessel is handed over to the town. 

To that. Selectman Chairman Jonathan Henry 
said, "It's a bigger issue how many people are tied up 
there and we don't get a fee." 
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Mr. Henry did express some reservations to the 
measures, specifically if they are doable and whether 
there is a better "top down approach" to handling the 
issue. 

"There is some element missing from this. It is not 
a foolproof thing," Selectman Henry said. 

"It is 99 percent better than what we have now," 
Selectman Blanchette replied. 

"I don't think there is anything 100 percent 
foolproof," commented Selectman Stephen Gushing. 

"I think the harbormaster and marine resources 
committee thoroughly vetted this. I don't think there are 
any issues here," weighed in Mr. Dawson. 

In the end. Selectmen Henry deferred to the rest 
of the board and voted in favor of the changes. 

Also at the meeting, the board appointed Joshua 
Morgan as a full time EMS and formally appointed the 
following members of the Fire Department to join the 
EMS family: Allen Denham, Brooks Wilson, Michael 
Bentz, Joseph Dayton, Jason Denham, Joshua Denham 
Joshua Fardy Eric Fichtenmayer, James Monteiro, Adam 
Murphy, Scott Shippey, and Matthew Van Deusen. 

The Selectmen also postponed the appointment of 
four citizens at large to join the forthcoming Town House 
Advisory Committee to allow them more time to vet the 
applications. Mr. Dawson said the committee would look 
at how to best proceed with renovations to the Town 
House, with expansion plans considered by the Council 
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Have you been involved in an accident? 

Is your insurance company trying to steer you to a repair shop you don't know? 

You have the right in Massachusetts to go to any Ucensed and bonded auto body repair shop 
of your choice. Collision Services of Marion, Inc. is licensed and bonded. We work with all insurance 
companies, for the hourly rate they pay. 

Are they intimidating you, telling you they will not guarantee the repairs unless you go to 
one of their referral shops? 

Collision Services of Marion, Inc. guarantees all repairs. Referral shops repair cars for the 
insurance. We repair the car for you. 

So, tell your insurance company no thank you, I'm going to go to Collision Services of 
Marion, Inc. There are insurance companies in Massachusetts that feel they are the biggest lion in the 
jungle. If you feel that you are being intimidated by the insurance company, or that the referral body 
shop did inferior work, stop by Collision Services of Marion and ask for the LION HUNTER! 



Inquire about our senior citizen's and preferred customer's discounts 



Collision Services of Marion^ Tnc. 



391 A Front St.. Marion 



Phone: 50S-748-1441, Fax 508-748-1320 
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Seasons Greetings 




Sundari Massage Therapy 
Lori Wctkins LMT 

www.loriwatkins.com 

508-748-0721 



on Aging and the Taber Library in mind, and offer their 
recommendations to the Selectmen. 

In addition to the four citizens, the advisory 
committee will include members for the Finance 
Committee, Planning Board and Capital Improvement 
Committee. 

In other business discussed at the meeting: 

• The board asked Mr. Dawson to work 
with Recreation Director Jodie Dickerson on forming 
a collaboration with University of Massachusetts 
Dartmouth engineering students to draft designs to 
rework Washburn Road. The Recreation Director had 
requested to use road shavings available from the town 
to pack in potholes and even out the road, but Selectman 
Henry said the lack of a solid subgrade requires more 
extensive and thorough engineering. "If you put stuff on 
it, it will just wash away," he said. 

• The Town Administrator also took a moment 
to explain blue tags placed by NSTAR on trees at Point 
and Delano Roads. He said they do not necessarily 
signify that a tree is coming down, but is part of NSTAR's 
vegetation management plan to prune back trees in 
February and March. 

• The board discussed working with DPW 
Superintendent Rob Zora on assessing the conditions of 
roads and sidewalks throughout the town. 

Mediation Rejected on Tabor's ZBA Issues 

Marion Zoning Board of Appeals 
By Joan Hartnett-Barry 

Town counsel Jon Whitten told the Marion 
Zoning Board of Appeals, at their meeting on Thursday 
evening, that in a pre-trial conference. Land Court Judge 
Piper suggested the Town of Marion and Tabor Academy 
enter into mediation to settle the ongoing unsettled issues 
which include Tabor's request for lights and scoreboards 
on their new turf fields and Tabor's objection of the 
town's request for a site plan review. 

Atty. Whitten said that if the ZBA was interested 
in mediation that the team would include representatives 
from the Board of Selectmen, Board of Health and the 
ZBA. The mediator would, after hearing from all sides. 
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Barden's Boat Yard , Inc. 

2 Island Wharf Rd, Marion • 508-748-0250 
est. 1927 



We'd appreciate the opportunity 
to care for your boat! 
Please cineck out our storage rates 
at www.bardensboatyard.com ! 
Click the 'When on Land' tab to view! 

Fiberglass & Carpentry & Rigging & Varnish 
Your Full Service Boat Yard on Beautiful Sippican Harbor! 
Bardensboatyard@conncast.net 



make a binding decision on the issues. 

Atty. Whitten said that it was his duty to relay 
Judge Piper's suggestion to the ZBA. ''This is a suggestion 
by a judge whose duty it is to try to resolve legal issues/' 
said Atty. Whitten. 

Board members unanimously rejected the idea of 
mediation. "These are facts and a matter of law... if it's 
non-conforming, it's not happening," said Chairman Bob 
Wedge. 

The discussion included taking a look at the 
wording of the Dover Amendment which exempts schools 
and other non-profits from conforming to local by-laws 
if the issue is paramount to the educational effort of the 
institution. 
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"To say that lights would be dominant to 
the education of the students. . . that's a stretch," said 
Chairman Wedge. 

The board voted unanimously to uphold the 
building inspector's denial of the building permit for the 
three scoreboards. In discussion, Atty. Whitten noted that 
there w^ere three issues at hand, w^hich he hoped w^ould 
be combined into one case, which would include the site 
plan review issue, lights at the field and the scoreboard 
issue. The backstops were also discussed, with it noted 
that they would need to meet a 20-foot setback required 
by town by-laws. 

It was noted that Tabor Academy was recently 
cited as being in violation of the Americans with 
Disabilities Act for the lack of handicap access to the 
newly constructed turf fields. 

No representatives from Tabor Academy attended 
the the meeting. The public hearing was attended by 
several town residents who asked questions and vocally 
opposed the approval of the special permit to Tabor 
Academy. 

In a second agenda item, the board met with 
Jay Hiller and Heather Dudko who requested a special 
permit for a new sign, care of National Sign Corporation/ 
Hiller Chrysler Dodge, at 635 Mill Street. Ms. Dudko, 
representing National Sign spoke to the board and said 
that a special permit was requested in early November. 

Chairman Wedge said that both the Board of 
Health and Conservation Commission had no comment 
on the request and that no letters from the community 
had been received. 

Ms. Dudko said that the request was for one 
ground sign which would be 34 square feet in total 
and 18 foot high. It would be an illuminated sign, in an 
aluminum box with the four brands shown, in different 
colors. "We are trying to bring the brand into conformity 
across the country," said Ms. Dudko. 

The four brands include: Chrysler, Dodge, Jeep 
and Ram. Five wall signs will also be installed on the 
building, replacing the Hiller Dodge sign that has been 
there for decades. Another sign will note the entrance 
to the service area. The total square footage of the wall 
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signs is 43 square feet and will not be illuminated. The 
board approved the request, with the special permit to be 
recorded on the deed of the landholder. 

Town counsel, Jon Witten, spoke and said that an 
Agreement for Judgment had been worked out regarding 
Sardinha vs. Marion ZBA with respect to the site plan 
pertaining to property located at 454 Wareham Street. Mr. 
Whitten was authorized by the ZBA to settle the case on 
their behalf. Board members signed the documents. 

ConCom Needs to "Digest Revised 40B 

Marion Conservation Commission 
By Joan Hartnett-Barry 

Four Bay Watch Realty representatives presented 
their sophisticated and revised plan for a 96-unit 
development near Route 105 and Route 6 at a Marion 
Conservation Commission meeting on December 14. 

The plan showed two, 30-unit apartment 
buildings, positioned south, toward Route 105, housing 
60 units in total, in one area of the parcel, which was 
declared "affordable housing'' and the remaining 36 
homes, situated north in the parcel in an area beyond the 
apartments. 

When asked about the proposed cost of the 
apartments or houses, the representatives said that 
the issue was not in the purview of the Conservation 
Commission. 

When asked about the proposed Marion 
Pathway /Bike path that was proposed to ''snake'' its 
way through or alongside the complex, representatives 
from Bay Watch said that "it was a not conservation 
commission issue". The plan presented did not show 
a pathway/ stroller /bikeway area into or out of the 
complex where as many as 250 people might live. 

"We don't want another continuance," said Mr. 
Millen, "we want to conclude this part of the process." 

When Mr. Millen and James Holding spoke, they 
asked if the Marion Conservation Commission board had 
looked at the revised plans. 

"We have not seen them... when did you send 
them?" asked Wendy Carreau. 

"We sent them this week," replied Mr. Millen. 
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•Custom Stoneworl< 
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•Tree Removal 
•Bacl<yard Expansion 
•Wall<ways & Patios 
•Retaining Walls 



Call The Professionals 
Mattapoisett 

508-889-8338 



Referred By John Boyd Landscaping 



^ 



Each board member looked among themselves, 
and concluded that none had received the plans that were 
to be discussed that evening. 

Board member Norman Hills said that the board 
needed time to ''digest'' the new proposal and possibly 
get a peer review of the effects of the changes proposed. 

Bay Watch Realty representatives questioned 
whether there was any money left in the Marion project 
to afford another peer review. Mr. Hills, of the board, said 
that he felt that it was needed, "because this is a totally 
different proposal" than the one that was originally 
proposed. 

"What about the wildlife that now crosses that 
area and has crossed it for decades?" asked Mr. Hills. 
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Bay Watch Realty Trust representative Mr. Millen 
thought for a moment and replied... ''we only addressed 
the wetlands issue and the vernal pools in the parcel.'' 

Board members looked among themselves and 
said that the neighbors abutting the property would have 
to deal with the deer and other wildlife that travel over 
the land. 

Board members looked at the proposal and told 
Bay Watch Realty representatives that they needed time 
to review the new proposal and possibly have a peer 
review of the new plans. 

"We want to conclude this project and go 
forward," said Mr. Millen repeated. 

The board agreed to continue the hearing 
until December 28 at 7:30 pm and reserved time for a 
continued hearing, if needed, on January 11, 2012. 

In other business, the board reviewed a Request 
for Determination for Jeffery and Cheryl Faria, 53 
Oakdale Avenue to reconstruct a 13-foot by 20.5-foot shed 
on an existing slab with stairs to access the upper storage 
level. 

"You know that this unit can never be habitable," 
said member Norman Hills. 

The board approved the request for the new 
shed with three conditions including that the area cannot 
be fertilized, thereby eliminating any nitrates entering 
the waterway, that the boat removal and entry must 
be over the rocks on the property thereby eliminating 
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Happy New Year! 



Hear Ye! Hear Ye! 




ACUSHNET RIVER ANTIQUES 

of New Bedford, MA 
will be open on New Year's Day! 

Please join us for coffee 
and light refreshments. 

Hours: 10am-5pm 
72 Kilburn St., New Bedford, MA 
508-992-8878 
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disturbance of the wetlands and that the existing metal 
shed be demolished, because existing storage will be 
accommodated in the new shed. 

Next up was a Request for Determination for 
Fannie Mae at 693 Front Street for an after-the-fact filling 
to replace a leaking septic tank. Mr. Briggs had recently 
visited the site and found that there was no vegetation on 
the site but that the recent repair, along with rocks and 
"seed and straw'', meaning hay bales on the driveway 
area would put the property back on the market. 

"If we didn't agree that the owner could repair 
the damage and get it back on the market, the property 
would soon be buried in snow... let's have them sell it and 
move on," said Chairman Briggs. 

Pico Beach Hearing Postponed 

Mattapoisett Planning Board- 
By Joan Hartnett-Barry 

Citing a procedural issue regarding proper notice 
to abutters and the public, the Mattapoisett Planning 
Board agreed not to vote on a request by Diane D'Orlando 
for approval of a repetitive petition in their meeting on 
Monday evening. 

A repetitive action meant that the applicant was 
presenting revised plans of a building project that was 
rejected by the Zoning Board of Appeals on November 17. 

The applicant, represented by Doug Schneider of 
Schneider Associates, asked the board to find that specific 
and material changes in conditions had been made on the 
project, located at 52 Pico Beach Road. 

The applicant proposes to tear down the existing 
1100 square foot home, which is on columns, and replace 
it with a two-story home at 2200 square feet, thereby 
doubling the size of the home and raising it up another 
story higher. 

Abutter Heather Hobler was represented by 
attorney Marc Deshaies, who told the board that there 
wasn't adequate notice given to the public or the abutters 
and that it was the first time he and his client had the 
opportunity to view the revised plans. 

After Mr. Schneider presented the plans to the 
board, Atty. Deshaies told the board that he believed that 
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proper notice had not been given. 

"We're still packing 10 pounds of matter into a 
five-pound can/' said Atty. Deshaies after viewing the 
plans. 

The plans that were rejected by the ZB A had 
been revised and resubmitted to the Planning Board for 
their approval. Several abutters attended the meeting and 
expressed opposition to the resubmitted proposal. The 
board agreed to re-publicize the notice and rescheduled 
the hearing for February 6 at 7:00 pm. 

In other business, the board heard from Steve 
Johansen on an informal decision on a petition and 
application of Brandt Island Realty Trust. The issue 
involved a subdivision that required a fee of $1200 per 
house lot to kept in reserve to be used as a maintenance or 
emergency fund for the concrete cast structures for each 
lot. Mr. Johansen wanted the board to clarify and vote 
on how the monies were to be held in escrow. The board 
agreed that the funds would be held by the homeowners 
association and that a yearly update would be given to 
the Planning Board. 

The board noted that they needed an additional 
board member and that if anyone from the town was 
interested in running to fill the position they should get 
the papers from town hall. 

ORR Will Not Pursue Uniforms 

ORR School Committee 
By Laura Fedak Pedulli 

Neither the school committee nor the junior high 
or high school principals expressed interest in pursuing 
mandatory school uniforms or a strict dress code at the 
Old Rochester Regional campus. 

At the request of Marion resident Gary Powers, 
the ORR School Committee entertained an agenda 
item at its December 14 meeting to discuss a new 
uniform requirement. In an email to school officials, Mr. 
Powers said the recent exploration of a stricter dress 
code at Sippican Elementary School might be "a more 
appropriate subject" for ORR Junior High and School - 
where students face stronger pressure to fit in. 

Mr. Powers explained his view of the positives. 
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namely that uniforms would remove pressure to buy 
the latest and more expensive fashions, help maintain 
social equality, place less emphasis on looks and more on 
character, remove some distractions from study, and build 
team spirit. 

Both Junior High and High School Principals 
Kevin Brogioli and Michael Devoll conceded that Mr. 
Powers made valid points, but neither felt the idea was 
worth further consideration. 

"All the points are good points, but it would be 
a dramatic change in the culture of the building. There 
would be a push back from parents - and students, 
students, students,'' said Mr. Devoll. He said the dress 
code already in place is difficult to police, and that the 
school nurse helps communicate to students when they 
are in violation. 

For example, Mr. Devoll said students cannot 
wear spaghetti straps - but tank tops are allowed- thus 
enforcement can be tricky. 

Senior Walker Fuchs of the Student Council took 
a moment to weigh in as well. 'T can speak on behalf on 
the students and say they would be staunchly opposed 
to this,'' he said. "It is a great thing we got, expression of 
oneself through clothing. It would be pretty much hated." 

Committee Chairman Peter Bangs - who is a 
high school teacher in another district - said there is 
validity behind Mr. Power's message but leaned toward 
maintaining student expression. "There might be good 
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reasons uniforms can be helpful, but you would have to 
balance that with student choice and the ability to express 
oneself/' he said. 

The committee opted not to second a motion 
for mandatory uniforms, but Mr. DevoU agreed with 
committee member Robin Rounseville that the current 
dress code should be revisited. 

In other items discussed at the meeting. Director 
of Food Services Caitlyn Meagher said a new policy the 
committee approved last month to get students to pay for 
their lunch debts is making an impact. 

Last month, the committee voted to limit how 
much students can charge to their NutriKids account, a 
point-of-sale system that allows kids to buy lunch with 
a four-digit code. Essentially they had voted that any 
students who had more than three unpaid lunches could 
not charge an additional one, but would be offered a 
cheese or peanut butter sandwich and milk for 50 cents. 

Ms. Meagher said many payments came in the 
first week the policy became effective, and now the $1,181 
debt has been whittled down to "somewhere in the $800 
range." 

She said no parents have complained about the 
policy, and that only a handful of students have taken 
up the offer for a cheese or peanut butter sandwich, 
but mostly they have declined. Ms. Meagher said she 
plans "to the more on top of the situation" for next year 
- including assuring eligible kids get on the free and 
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reduced lunch program. 

In other food service notes, she said the program 
continues to bring in a significantly higher profit than 
last year - with $8,490 for ORR this past November 
compared to $6,522 in November 2010. The program saw 
647 additional meals purchased this October compared to 
last year, although October 2010 was one operating school 
day shorter. 

Ms. Meagher said school lunch participation 
increased to 54 percent in October, but then dropped to 51 
percent the following month. "I was a little too aggressive 
on new menu items, there were too many changes in 
one month. In December I plan to go back to more 
comfortable items,'' she said. 
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In financial business. Business Administrator said 
that the Massachusetts Department of Revenue certified 
that as of July 1, 2011, $1,000,793 was the amount of excess 
and deficiency for ORR. Already $467,662 of these monies 
is committed towards this year's budget. 

Superintendent Doug White explained that E and 
D is like free cash for a town, and ensures that schools can 
handle unanticipated costs. The E and D amount is based 
on many factors, including ORR's revenue streams from 
fees. School Choice, etc as well as revolving accounts, but 
the district cannot spend it until the state certifies it. 

In other business: 

• The school committee approved Mattapoisett- 
based New Beginnings as its contractor for snow removal. 

• The committee formally approved a donation 
from committee member Thomas Shire of a framed 
copy of the United Nations Charter, as well as booklets 
containing the Constitution, Declaration of Independence 
and Gettysburg address for distribution to ORR students. 

• The board approved the acceptance of a $2,500 
grant obtained by Director of Students Services Teresa 
Hamm for anti-bullying curriculum materials. 
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Latin Program Experiences Pompeii 

ORR School Report 
By Anne Smith 

About 100 students from Old Rochester Regional 
High School (a number that includes nearly all of the 
students from the Latin program of study in the foreign 
language department) took a field trip to the Museum of 
Science in Boston on Friday, December 16. 

The all-day field trip brought students to the 
new exhibit about Pompeii, entitled "A Day in Pompeii." 
Students attending the trip came from all levels of Latin 
class, ranging from introductory Latin I to Honors Latin V, 
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and all were very familiar with the story of the eruption of 
Mount Vesuvius and the imminent destruction of Pompeii 
and lesser-known Herculaneum in A.D. 79. 

A staple video from the Honors Latin II class was 
used by the entire language program a few weeks prior 
to the trip in order to show students what the eruption 
would have been like from the vantage point of Pompeii, 
Herculaneum, and nearby Misenum, a city and naval 
base from where Roman citizen Pliny the Younger had 
observed the eruption. Pliny the Younger wrote letters 
throughout his life, and it is from one of these letters that 
posterity has a description of the eruption as it progressed 
— a description that has helped archeologists and 
volcanologists determine the nature of explosive volcanic 
eruptions. 

From this video, students also learned about 
different artifacts that have been recovered from Pompeii 
and Herculaneum — for example, there is a gold snake 
bracelet that had been given to a slave woman by her 
master — that appeared at the exhibit in Boston. While the 
exhibit did have plaques that explained where the artifact 
came from (identifying the owners of villas in Pompeii), 
the video brought those people to life. 

The exhibit was divided into different categories. 
First, students got to look at the art and culture 
of Pompeii. There were four or five large frescoes 
reconstructed on the walls of the exhibit. One of them was 
the entire back wall of what would have been an outdoor 
dining room in a villa's garden. There were also numerous 
statues of gods and goddesses, including several of the 
god of wine, Bacchus. Near this section of the exhibit, 
there was a video playing that talked about everyday life 
in Pompeii, focusing mainly on the baths and laundry. 
Many students and chaperones were shocked to learn that 
the Romans actually used urine (because of the natural 
ammonia content) to bleach clothes. 

The next section of the exhibit was on home life, 
and contained many cooking utensils and a few braziers, 
as well as the frame of a couch used in the dining rooms 
of the villas. One case contained various carbonized 
foodstuffs, including a carbonized loaf of bread that had 
been found in an oven at a bakery in Pompeii. The Latin 
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classes at Old Rochester Regional use a recipe for this 
"Roman Bread" that was found in Pompeii to make their 
own loaves for feast days (like the Saturnalia feast that 
takes place this week) and were pleased to see that their 
bread is literally the same (minus the carbon). 

The third section of the exhibit took on a 
somber feel, as it contained the body casts — and this 
is the section in which the students from Old Rochester 
Regional spent the most amount of time. There are truly 
no words to describe the experience of seeing these casts. 
One thing that is worth noting, though, is that the Romans 
were incredibly short compared to modern standards. 
That doesn't generally come across when one looks at a 
picture of the casts. 

The last section of the exhibit focused on religion, 
and mainly contained various sculptures of the Roman 
gods and goddesses. Following this section of the exhibit, 
the students re-entered the rest of the Museum by walking 
across a giant map of the world with labels for all of the 
active volcanoes. 

At 11:00 am, the students from Old Rochester 
Regional journeyed to another part of the Museum for the 
purpose of watching a demonstration entitled "Vesuvius: 
Story of an Eruption." In this demonstration, students got 
to watch a video about the letter that Pliny the Younger 
wrote, and then got an explanation of the science behind 
the eruption of Mount Vesuvius in A.D. 79. Students 
mainly learned about the difference between effusive 
and explosive volcanic eruptions, and what makes an 
explosive volcanic eruption so dangerous. 

Bulldogs Dominate at Holiday Relay 

Sports Shorts 
By India Krawczyk 
Old Rochester Boys and Girls Track - The teams 
competed in their second meet this week, each emerging 
with wins against Case and Bourne High School. For the 
girls. Ally Saccone won both the hurdles and the high 
jump. The ORR distance girls also swept the two-mile, 
with Katie Sethares, Jess Belliveau, and Jill Sethares 
all scoring points for the team. In the boy's meet, David 
Friedman and Nick Pacheco took the top two spots in the 



CHIMNEY SWEEP PROFESSIONALS 

EXPERIENCED - CERTIFIED - INSURED 

Chris Podrecca - Owner & Sweep - CSIA#6968 
Serving tiie tri-town and surrxjundfng area since 1997 
A hutl S§rYia Qiimim CQimmmr 

For a complete Ifst of our services please see our website: 
www.chimnev-pros.coin 

508-758-4238 
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Bolonced Protein Diet 

Sold Exclusively At 
Faunce Corner Nutrition 
350 Pounce Corner Road 
North Dartmouth 
(508) 998-2155 

www.BalancedProteinDiet.com 



GUARD OIL 

Burner Service Available 

508*992*3030 • GUARDOIL.NET 

508*758*2OIL(2645) 508*748* lOIL (1645) 

HOME HEATING OIL 



mile, and Dan Donohue dominated at the three-hundred. 

On Saturday, the SCC Holiday Relays took place 
at the Voc Tech Field house, and the Bulldogs once again 
came out on top winning for the big schools on both the 
boys and girls sides. Highlights of the meet included the 
girls 50-meter dash relay composed of Morgan DaSilva, 
Ally Saccone, Hannah Walsh, and Kristen Fuller tying 
the meet record set last year set by the same team, with 
the exception of Fuller whose spot was previously 
covered by Kirsten Dessert. The boys showed an 
excellent 4X800 meter relay made up of David Friedman, 
Mike Wyman, Nick Pacheco, and Connor Medeiros- 
Sweet that took the top spot in the boy's meet. 

Next up for both teams in the upcoming week is 



United EnerQvOil 



Home Heating Oil • Diesel Fuel 
Automatic Delivery (same price) 
24 Hour Delivery 
24 Hour Burner Service 
Major Credit Cards Accepted 



508 - 990 - 



Tri-Town 
Fuel Sc 



Home Heating Oil * Diesel Fuel 

Automatic Delivery (same price) 

24 Hour Delivery * 24 Hour Burner Service 

Major Credit Cards Accepted 

Friendly, Old Fashioned Service 

Owner Operated 

508-758-4410 



r Wines 
Clos Du Bois Chardonnay 750ml 
$11.99 
Blackstone 
750ml $10.99 
Kendall Jackson Chardonnay 

750ml $12.99 
La Crema Chardonnay 750ml 
$18.99 

Liberty School Cabernet 750ml 
$15.99 2 for $30 
Murphy-Goode All Varietals 750ml 
$11.99 

Tohu Sauvignon Blanc 750ml 
$11.99 

Bogle Petite Sirah 750ml $11.99, 

2 for $20 
Crane Lake All Varietals 750ml 
$5.99, 2 for $10 
Barefoot Wines 1 .5L $9.99 



VILLAGE 



Stop by for in Store Specials 
Block or Cubed Ice 
Cigars • Mixers & Soft Drinks 

4 County Rd, Mattapoisett 
508-758-4334 

Best Selection of Craft Ales & Micro Brews 
Fine Wines • Premium Liquors 



Mix & Match Wine 6 btis 
750 or 1.5Lsave 10% 
12btls 750 save 15% 

Excludes sale itenns 



Liquor 

Captain IVIorgan Spiced Rum 
1 .75L $28.99 
Skyy Vodka1.75L$21.99 
Duggan's Irish Cream 750ml $12.99 
Smirnoff Vodka 1 .75 $20.99 
Gosling Black Seal Rum 

1.75 $29.99 
Kilbeggen Irish Whisky 

750ml $17.49 
Cluny Scotch 1.75 $19.99 
Constantino Fine Brandy Lt $14.99 
Piccala Coffee Liqueur Lt $11 .49 
Hiram Walker 60° Triple Sec 
Lt $10.99 



V Beer ' 

Stella Artois 12 pack $14.99 
Sierra Nevada 12 pk $14.99 
Sam Adams All Styles 1 2 pk $1 4.99 
Harpoon IPA 12 pk $14.99 
Heineken/Light 12 pk $14.39 
Pabst 18 pk cans $10.99 
Anchor Steam Beer 6 pack $9.99 
Dogfish Head Raison & 60 Minute 
6 pk $9.99 
Locally Brewed Mayflower Ales in Stock 
Narragansett 16 oz. 6 pack $6.99 
Palm 6 pk bottles $8.99 
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Happy Healthy Holiday 
Season & New Year 
from the Crew at 
Niches Pizza 

Christmas Eve Open 11-7 :00pm 
Christmas Day Closed 

New Year's Eve Open 11 -8 :00pm 
New Year's Day l-9pm 




Try our New 
Apple Walnut 
Cranberry 
Salad 




Your One Stop Pizza Shop 



For Fast Service Call 

Take Out or Dine In 

508-758-2277 or 508-758-3337 

Open 7 Days a Week 11am-10pm, Sunday until 9pm 
27 County Road (Route 6) Mattapoisett 



their meet against Apponequet High School. 

Old Rochester Girls Basketball - The girls 
began their competitive season in the inaugural ORR hall 
of Fame Tournament with an unfortunate loss against 
the New Bedford Whalers 52-26. The girls, despite their 
less than optimal performance, did have some standout 
moments with junior captain Abby Off ringa scoring 8 
points total and Katie Wilbur scoring 5. The team, which 
has no seniors this year, next faces Apponequet High 
School. 

Old Rochester Boys Basketball - The boy's 
team achieved a win this week in their first game 
against Bishop Stang High School. The Bulldogs won 
83-73 in overtime when Biruk Legasse scored a three 
pointer in the last seconds of the game. Max Risch and 
Brendan Parker also had a good night, helping the team 
to its victory with a contribution of 35 and 15 points 
respectively. Next up for the boys is Apponequet High 

School. 

News Submission Policy 

The Wanderer gladly accepts any and all news and 
press release items from local non-profit organizations 
for publication on a weekly basis. The deadline for 
submission of news items is Monday at 12:00 noon for 
publication in that week's edition. Due to the increasing 
number of submissions, however, publication of 
press material is never guaranteed. The Wanderer will 
make every effort to publish timely news items and 
announcements as the subject warrants and as often as 
spacing allows. All press material must be submitted in 
writing via fax (508-758-4845), e-mail (news@wanderer. 
com) or mail {The Wanderer, RO. Box 102, Mattapoisett, 
MA 02739), and must be typed or word-processed. We 
cannot accept any handwritten material or news items via 
telephone, no matter how brief. 

Photographs of area events and news-makers 
are also accepted and encouraged. The Wanderer accepts 
well-lit and clearly-defined color or black and white 
photographs for publication provided they include a 
brief summary of the event or subject. Due to processing 
and/ or cropping requirements, we cannot return 
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508-247-1779 
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Member n)IC 
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Need the right mortgage for your 

home in Wareham, Marion, 
Mattapoisett or Rochester? Call me. 

• Responsible mortgage lending 

• Personal and professional service 

• Long-term mortgage experience 

• Wide miige of mortgages and terms including Land, 
Coyfpiction and Jumbo Loans 

• P^mpt comnajtmcatsjpd closin gs 




Commuoity Banking Since 1855 

www.capecodflve.com 
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photographs. Please make sure you retain your negatives 
or have a copy made before submitting photographs for 
publication. Like news items, the deadline for photos is 
Monday at 12:00 noon and the publication of photographs 
is also subject to spacing constraints and therefore cannot 
be guaranteed. 

All submitted copy is subject to alterations and/ 
or condensation as space allows at the editor's discretion. 
All submissions become the property of The Wanderer 
and are assumed to be submitted for the purpose of 
publication. Submissions cannot be returned, therefore 
please make sure to retain copies and / or negatives before 
submitting anything for consideration. 

Ideas for features, breaking news tips, and other 
suggestions for the news department are welcome. Please 
call the News Editor with news tips and ideas at 508-758- 
9055. If it is after hours, please leave a message. 

Letters to the Editor 

The views expressed in the ''Letters to the Editor" 
column are not necessarily those o/The Wanderer, its staff 
or advertisers. The Wanderer will gladly accept any and 
all correspondence relating to timely and pertinent issues in 
the great Marion, Mattapoisett and Rochester area, provided 
they include the author's name, address and phone number 
for verification. We cannot publish anonymous, unsigned or 
unconfirmed submissions. The Wanderer reserves the right 
to edit, condense and otherwise alter submissions for purposes 
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Wholly Different Fashion dA> 



Hours: Tues. -Sat. 10-5pm, t> 
Thurs. night until 8 

92 North St. Mattapoisett 

508-758-4800 ^ 
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Andrea C. DiFilippo, LICSW & Associates 



Andrea DiFilippo, LICSW 
Jason Roderick, LCSW 
Paige Ryan, LMHC 
Lisa Squire, LICSW 

To schedule an appointment or to find out more information, 
Call - 508-748-3131 or SMS - 508-965-9657 

or visit our website at www.andreadifilippolicsw.com 
Most insurance plans accepted 



of clarity and/or spacing considerations. The Wanderer 
may choose to not run letters that thank businesses, and The 
Wanderer has the right to edit letters to omit business names. 
The Wanderer also reserves the right to deny publication of 
any submitted correspondence. 

Groundhog Cover Contest 

The Wanderer is once again holding a Groundhog 
Day Cover Contest. The winner's artwork will appear on 
the cover of our February 2 issue. The winner will also 
receive a new iPod touch. 

Create an original work of art to be displayed on 
the cover of The Wanderer. Anything that can be displayed 
on the cover is acceptable: photos, drawings, paintings. 




Christmas Eve we will he open for 
lunch until 3pm & until 6pm for 
gift certificates ■ 



New Year's Eve we will he 'open as 
usual with a Spec^^^^^mer menu 
lunch iiam-spniau^ef' spm-gpm 

^ 508-758-8524 ^ 

42 Main Street, Mattapoisett 
gift certificates available 



etc. 

Entries are due in The Wanderer office, 55 County 
Road, Mattapoisett by noon on January 20. 

Remember, all artwork should be tall to best fit 
on our cover. All entries must include a signed copy of 
the Official Entry Form, which can be picked up at The 
Wanderer office or downloaded at www.Wanderer.com. 

Voting will start on January 21, and will end at 
8:00 pm on January 30. To vote, visit our web page at 
www.Wanderer.com. The winning artwork will be on the 
cover of our February 2, 2012 issue. 

Everyone who votes will be entered to win a 
Wanderer Groundhog Gift Bag full of Wanderer, aardvark, 
and groundhog goodies. 

Elks Student of the Month 

The Elks of Wareham Lodge No. 1548 sponsors 
the Elks Student of the Month and Student of the Year 
Awards for students enrolled in local area high schools. 
The criteria used in nominating a student includes a 
student who excels in scholarship, citizenship, performing 
arts, fine arts, hobbies, athletics, church, school, club and 
community service, industry and farming. 

Congratulations to Senior Connor Bailey of 
Mattapoisett, who was selected by the Old Rochester 
Regional High School faculty and staff to be the December 
Student of the Month. Connor has a positive attitude 
towards school work, teachers and other students. He is 
active in school sports, demonstrates leadership on and 
off the field and was also chosen for Student Government 
Day. Besides being active in school sports, he stays 
involved in community service. His positive attitude 
makes him a good representative for ORR. 

City Celebrates! New Year's Eve 2011 

New Bedford First Night is organized and 
presented by AHA! and the City of New Bedford. 

Arrive early and stay late! Ring in 2012 with 
fireworks in Custom House Square and be home in time 
to watch the ball drop in NYC Times Square - during part 
of this free family friendly celebration in Downtown New 
Bedford. 
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* Deep Tissue * 
Swedish Massage & Shiatsu 



525 Mill Street 
Marion MA 02738 
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Sale Dates Dec. 21st - Dec. 26th 



^ Holiday Specials ^ 
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Flavored Vodka 
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750ml 

Belvedere 

Pure 
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Captain Morgan 

Rum 
$OC.99 

1.75L 

Seagram's 7 
$-| y.99 



1.75L 



Hennessy VS 
$29-99 



750ml 



Hennessy 

Black 
$44.99 



750ml 



Bailey's 

Original, Mint, Coffee & 
Caramel 
$00.99 

750ml 

Tanqueray 

Gin 
$00.99 

1.75L 

Tanqueray 

Rangpur 
$OR.99 

750ml 

Grand Marnier 
$28-^^ 



750ml 
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24 Center Street, Corner of Main Street, Fairhaven 
508-992-1714 euroshipstore.com 
Hours: Mon.-Sat. 9:30-5:30, Sun. 11-4 until Christmas 

7was 3 days before Christmas 
And all through the store. 
The shelves were still bulging 
With presents galore. 



If your stockings need filling 
Or your teen wants some Uggs 
If your dad wants new slippers 
Or your coffee needs mugs. 

Come down and come in then 
To finish your shopping 
Before through your chimney 
Old Santa comes dropping. 
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S Hours: Mon.-Sat. 9:30-5:30 Christmas Eve 9:30-3:00 S 




MERRYChrbiws! 



And in case you get coal 

Or someone missed with their picks. 

Come see us again 

On DecemberTwO'Six III 
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AT 

FOLCO JEWELERS 

THE JEWELER FAMILT 
TOU'VE TRUSTED FOR 71 TEARS 

PAYING CASH FOR GOLD, 
SILVER, & PLATINUM 

Visit us at: 
folcojewelers.com 
1697 ACUSHNET AVE. 
NEW BEDFORD 
(CORNER OF NASH RD.) 
508-9936430 

Hours: Tues & Thurs SrSOam • 5pm 
Wed 8:30am - ipm • Friday 8:30am - 6pm 

Saturday 8:30 am - 3pm 

Closed Sunday & Monday 

LICENSED TO BUY GOLD 



$10 

Cash Bonus 
with this ad 

if we buy 
your metal! 

$100 minimum 




SANDRA M. DAWSON, CRS, GRI 
Listing & Selling Quality Homes! 

D awson Real Estate 

508-758-3838 
www,DawsonRE,coni 





Free events include: 

• Opening Ceremony with Mayor Lang, 
Showstoppers and UMass Steel Drum Band. 

• Ecumenical Service for the New Year at 
Seamen's Bethel. 

• Fire and Ice! Fire Eaters and live ice sculpting. 

• Street Performance with the Suspenders. 

• Toe Jam Puppet Band. 

• Crafts and Games with the 19th Century 

Ladies. 

• Family Magic Workshop and Show with Jedlie's 
Magic Circus. 

• Live Music - Folk Music, Eddie Dillon, Jazz, 
Jim Robitaille Trio, Pumpkinhead Ted and more. 

• Early Fireworks (9:00 pm) in Custom House 

Square. 

AHA! partner eateries are open late with live 
music and great food. Perfect for counting down to 2012! 

For a full list of New Year's offerings, 
including schedule and activity locations, visit www. 
AHAnewbedford.org. 

EMS Seeks On-Call Staff 

The Emergency Medical Services of the Town of 
Marion is seeking to recruit area residents who would like 
the opportunity to help their local neighbors and guests 
in their time of distress. Members of Marion EMS are "on- 
call" staff who respond to emergencies as needed and are 
compensated on an hourly basis. Marion EMS is a small, 
but dedicated, group of professional care providers that 
operate two ALS ambulances. For an application, you 
may (1) download off the Town's web site under EMS; 
(2) call Chief Thomas Joyce at 508-748-3596; or (3) e-mail: 
tjoyce@marionma.gov. 



Reigning 




Michelle Roy 508-992-9845 

www.ReigningCatsNDogs.biz 



Pet Sitting Service 
Where Pets 
Reign Supreme 

In home service tailored to your 
pet's needs: 

• Dog Walking • Pet Sitting 

• Medications • Vacations 

• Workday • Overnights 

Catering to pets with special needs 
Certified by American 

Red Cross in Pet 
First Aid & Pet CPR 
Bonded • Insured 
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8 Water Street 
Mattapoisett, MA 02739 
508-758-7800 

Skincare - Facials - Body Treatments - Massage 



Rochester PD Announces Entrance Exam 

The Rochester Police Department has scheduled 
an Entrance Exam for the Rochester Police Department on 
January 14, 2012. 

The Rochester Police Department employs 10 full 
time officers and 5 part time officers serving a population 
of approximately 5,400 residents. The department will be 
holding an entrance exam to fill both full and part time 
openings in the future. 

Because of the small size of the department, 
officers handle many of their own cases from start to 
finish. This allows officers the opportunity to participate 
in investigations, write and serve warrants, and make 
arrests as a result of their own work. 



HOLIDAY SPECIALS 

Kahlua 750ml ah Flavors $19.99 

Seagram's 71.75 '^IS ^^ 

Canadian Club 1.75 ^^IQ^^ 

Beck's Loose Bottles =^1 Q-^^ * "^P" 

Bud & Bud Light 30 pack $i999 + dep 

Coors Light so pack M 9 + 

IHeinelcen 24 Loose Bottles $20-99 + ''«P- 

Rubinoff Vodlta an Flavors 1.75 ^^lO ^^ 

Captain IVIorgan Rumi.75 $279^ 

Jim Beam Bourbon 1.75 "'2299 

Christian Bros. Brandy 175 ^^1699 

Gordon's Gin 175 ^^16 



99 



PREMIUM 
LIQUORS 



1926 Purchase St. 
New Bedford 
508-999-4724 



355 Huttleston Ave. 

(formerly Shaw's Cove) 
Rte. 6, Fairhaven, MA 
508-990-8724 



Gift ,^ect ^ 

Happy Holiday Wishes 
from all of us at Panache 



Our Annual Winter Sale 

Starting Monday December 26th 
.30-75% OFF* 



"^does not apply to previous purchases and lay-away s 



PANACHE 



33 County Road, Mattapoisett, MA 02739 
(508) 758-9622 www.ropewalkmall.com 
Mon.-Sat. 9:30-5:30 



www.wanderer.com 



December 22, 2011 The Wanderer 



43 




Children's Skating Program 

Tabor Academy ice Rink 




January 8, 2012-Februarv 25, 2012 

Saturdays -^:45-lli4$ in or 
iuk Leiri 14 ikili tkiJIt fir bmh. iod bod«jnr -A|t$ 4-U \Hn 



For irfformaticn, cofrtoct: 
M^ Lh Hbiw 50fl-420-^447, ull 5(»'Z74-S218 
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Also, check out our freshJy updated Pro Shop. 
N^WI Outerwear p Leotards^ and Stocking SluifersI 



NELSON 

Auto Specialists 
of NB Inc. 



Specializing in 
•Volvo 
•BMW 
•Saab 
•Mercedes 



Electronic Diagnostic 
Software Reprogram 

ASE Master Technician 
Import & Domestic Repair 

1451 Cove RD 
New Bedford, MA 02740 

PH (508) 990-3701 

If they can't fix it, we will! 



Rochester police officers also have the 
opportunity to participate on a number of the 
departments specialized units such as bike patrol and 
ATV patrol as well as being able to join specialized units 
such as the dive team, SWAT team, and search and rescue 
team attached to the Southeastern Massachusetts Law 
Enforcement Council (SEMLEC). 

Details and eligibility requirements are 
provided on the Police Exam Solutions website: www. 
policeexamsolutions.com. If there is a specific question 
that has not been addressed there, submit an email to 
info@policeexamsolutions.com. Any calls made directly 
to the Rochester Police Department or Police Exam 
Solutions, may disqualify you from being hired. 

Perhaps you know someone who is thinking 
of getting involved in law enforcement. This is a 
great opportunity for them to participate in the entry 
level testing process and possibly earn a career in law 
enforcement. 

If you or anyone you know would like further 
information on this upcoming exam, please visit www. 
PoliceExamSolutions.com. All registrations must be done 
online. 

Yoga Classes for Children 

Children ages 5 to 10 will have the opportunity 
to learn and practice yoga in a six- week series of classes 
beginning on Thursday, January 5 at 5:30 pm. The 



|GiT6 th« kids a healthy and FUN present thift year, 
with ^ gift c^rtiliqate to BSGA. 
With f 0 majiy dMer^Pit prograins lo choose horn, 

I It's bound to be a hit! Redeemable on claBse^, open 
wqrkouts^ e:^a aqtivitles^ pro ahopK and inorel 

GvmnasUcs . Dance . Cheerleading . Fitness . Karate . Sporls 

^avb^tttumnr. worth ^^ ^^ ^^^^^^^^^"^^^ ^ 
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Colonial Shutterworks 

Interior & Exterior Wooden Shutters 



Historic Replications 
Storm/Screen Doors 

4 Church Street Extension 
MattapoLsett. MA 02739 

Colon hiiShniterworks. com 
508-758-9513 
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I/M) AWESOME HOLIDAY GIFTS ARE HERE!! 1 

I xia^ Lots Made Right in the USAI MERRY CHRISTMA S EVERYONE!! j 




^ Heatable Wraps Best Thermos Ever! 

s li t 

(jfi Rock Beverage Tap Adopt Yours Now 

1 




Lighted Construction Set 



"Toasty" Sock Hat 




•Watch Km 
CAT'S FT.OAT 
in the ROSE 
ROWT. PARADE 

Jan 2nd! 

•KitCat Clock will 
be 55 ft. tall & 
working! 
•Several Colors 
fc SPECTAE 
ROSE BOWE 
EDTTTON 
available! 
•Make Someone 
Special SMILE! 




Pam Am 707 Fuselage Cufflinks 




PRESSURE RELI 
SWEDISH MATTRESSES AND PILLOWS 
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Firepits 



Music Boxes 



Golf Club Opener 



324 Huttleston Ave. (Rte 6) Fairhaven, MA 0271 9 • 508-961-0000 • www.gottahaveitinc.com OPEN EVERYDAY til XIVIAS!! 



IPEDIC i 

LIE VI NO 



ii l THANK YOU FOR SHOPPING AND SUPPORTING YOUR LOCAL MERCHANTS 
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Plumbing & Heating 

Residential & Commercial 

508-758-2455 

Repairs • Remodels • New Construction 
Time to schedule Seasonal Projects & 
Upgrade Your Gas Heating System 

45 years experience 




Master Plumber #9794 - Licensed Men 




MarjorieTSH-utski ""Jessica Taylor 



LMT/NCMT 



LMT« Licens( 
Nail Technician 



ithetician 
:e-up Artist 




Gift Certificates 
Massages 
F^ialS^ 



Manicures • Pedicures 
Waxing •-J^welrij^ 
ScdT^m^^ittens 

^ m 

12 Marion Road, Rochester 
J 508-263-8373 



40-minute class will be taught by Marsha Hartley The 
series fee is $48 with a reduced rate for families with more 
than one child enrolled ($84 for two or more children). 

Yoga classes for adults will resume on Saturday 
January 7 beginning at 8:45 am. The six- week series fee is 
$60. 

Both classes are limited to ten, so call soon if you 
are interested. Register by calling Marsha at 508-322-0998. 
These classes are being offered as a fundraiser for the 
club. 

Land Trust Announce Acquisition 

Mattapoisett Land Trust Press Release 
The Mattapoisett Land Trust is pleased to 
announce that it has received a generous donation from 
Jeannette Mello of seven acres of woods and wetland next 
to the bike path at Brandt Island Road. The parcel will be 
known as the Captain Jack and Bridget Murray Preserve 
in honor of her parents. 

The proximity of the preserve to the bike path 
will provide easy access for visitors, both young and old, 
to investigate the flora and fauna of the wetland. The 
Land Trust hopes to document the resident species and, 
if possible, certify a vernal pool on the preserve in the 
future. The public is welcome to visit the preserve but 
rubber boots are recommended until the ground freezes. 

This donation increases the Land Trust's holdings 
in Mattapoisett to 568 acres all of which are open to 
the public for passive recreation. Those interested in 
learning more about the properties or the mission of the 
Mattapoisett Land Trust should visit its website at www. 
MattLandTrust.org. 

Hathaway Pond Restoration to Begin 

Agreement Made Between Parties 
Buzzard's Bay Coalition & Beaton's Press Release 
Beaton's, Inc. and the Buzzards Bay Coalition 
reached an agreement on December 15 regarding the 
future management of the Hathaway Pond Dam in 
Rochester. 

The Coalition acquired the dam and the 10 □ acre 
parcel that it sits on in May 2011 in order to protect and 
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open the land for public use and to remove the dam to 
restore fish passage and the health of the Sippican River. 

Beaton's, Inc. uses Hathaway Pond as an 
agricultural water source to serve 55 acres of cranberry 
bogs and holds property rights to maintain the dam. 

In the agreement, the two entities agreed to work 
together in the coming years to secure a sustainable water 
supply for Beaton's, Inc.'s cranberry bogs and move 
forward with efforts to restore fish passage and natural 
resources in the Sippican River. 

Under the agreement the following outcomes will 
be pursued: 

• The Coalition will suspend its permitting of 
the removal of Hathaway Pond Dam and water will 
be returned to Hathaway Pond to a height sufficient to 
provide water for agricultural use at Beaton's cranberry 
bogs. 

• The Coalition will convey the dam parcel to 
Beaton's, Inc. and a permanent conservation restriction 
will be recorded on the property, ensuring that the land 
remains undeveloped and open to the public for walking 
and horseback riding. 

• A fish ladder will be designed and installed 
within the main sluiceway of the Dam, improving the 
conditions for the migration of river herring upstream for 
spawning. 

• The Coalition and Beaton's will collaborate 
on the construction of a new water supply reservoir 




Care At Home^ Inc. 

92R North Street 
MattapoiseU, MA 02739 
(508) 7SSS226 
Emait caTeaUtQm^id^^oa.cam 
Visit our websUe: wwwxareaihomeny^cmn 

Care At Home.., And More 
Let us help you stay warm and safe through 
the winter. We wUl do the driving, errands, 
rides to appointments. Companionship for 

the long winter days. 

We provide carejrom I hour to 24 hours 

7 Days per week 
Personal Care 

^ Post Rehab Care 
~ Hospice Stpport 

Alzheimer's/Dementia Care 
Ftdly Insured, Bonded & Licensed 
Serving Greater New Bedford 
Upper Cape and Fail River Area 



Holiday Hours 

Christmas Eve 

11:30-11:00 
Christmas Day 

4:00-10:00 
New Year's Eve 

11:30-11:00 
New Year's Day 

12:00-10:00 




ChiDese Rcstaaraiit & Lounge 



Cantonese and Szechuan Cuisine 
Family Dining • Take -Out • Two Locations 

OPEN EVERY DAY 



24 County Road, Route 6 
Mattapoisett 

774-377-3892 

Mon.-Thur. 11:30-1 0pm 
Fri.-Sat. 11:30-1 1pm 
Sunday 12noon-10pm 




724A Dartmouth Street 
South Dartmouth 

508-993-3389 

Mon.-Thur. llam-IOpm 
Fri.-Sat. Ilam-llpm 
Sunday 12noon-10pm 
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ARE YOU AWARE OF THE BENEFITS 
OF PHYSICAL THERAPY? 
HERE'S HOW WE CAN HELP... 




cal Therapy 



Through personaUzed, innovative 
therapies and equipment, our highly 
trained therapists can help you: 

• Recover from injury or surgery 

• Alleviate pain of the neck, back, joints 

• Improve flexibility, increase strength 
and endurance to be more active 



?rou6 to be caring for the tri-town area. 




Call or stop by to 
make an appointment 

774-553-5281 


354 Front St, Suite 5 
Marion, AAA 02738 

(P) 774.553.5281 


info@sippicanpt.com 
www.sippicanpt.com 

(F) 774.553.5Z83 



system on Beaton's property to provide a permanent 
and sustainable source of water for the bogs. Upon 
successful completion of a new reservoir system, which is 
anticipated to take more than a decade, the Coalition will 
have the option to re-acquire the dam from Beaton's and 
reactivate its plans for removal. 

Doug Beaton of Beaton's, Inc. remarked, "I am 
pleased that Hathaway Pond will be restored while 
we evaluate options for a long □ term sustainable water 
source. Outside of the marketplace, the number one issue 
that will determine the future of the cranberry industry in 
Massachusetts is access to water." 

"This agreement is a win □ win for cranberry 
farming and the Sippican River," commented Coalition 
President Mark Rasmussen. "It lays out a clear path for 
how the water source for Beaton's bogs can be improved 
while at the same time advancing river restoration. We're 
excited about moving this complex project forward in 
partnership with Beaton's." 

Beatons and the Coalition were assisted in the 
development of the Agreement by Jeff Lafleur of the Cape 
Cod Cranberry Growers Association. 

SOLE Seeks Donations 

SOLE (Students Organizing Labor Equality) is 
a student run club at ORRHS. A division of the United 
Students Against Sweatshops, SOLE works to promote 
fair trade practices and USA made products within the 
high school and community. Last year SOLE was able to 
purchase fair trade soccer balls for the boys' soccer team. 
This year, SOLE is trying to raise enough money this year 
to do the same for the girls' team. 

The school will be holding a technology drive to 
raise money from January 4 to January 19. Below is a list 
of used items that would be accepted for donations: 

• Any generation iPod and MP3 players 

• Cell phones dating from 2005-2011 

• GPSs dating from 2008-2011 

• Digital cameras and camcorders dating from 
2006-2011 

• Video games (XBox, Play Station, Wii, etc.) 

• Gaming consoles (including PSP, Nintendo DS, 



BURR BROS. BOATS, INC. 

"Everything for Boats" 
309 Front Street 
Marion, Ma 02738 

Dealers For Evinrude, Mercury, Honda, 
Yamaha, Sunfi$h/Laser and Caribe 



Main: (508) 748-0541 
Store/Parts: (508) 748-6668 



burrbros(^ hurrbros.coni 
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etc.) 

• DVDs 

• Laptops dating from 2008-2011 
Again, any donations would be highly 

appreciated. Boxes for donations can be found at any of 
the schools in the district. By donating you will be helping 
Old Rochester Regional to take a stand against sweatshop 
labor as well as child labor. 

Transfer Station Holiday Hours 

On Christmas Eve, the Mattapoisett transfer 
station will be open until 12:00 noon. The week of 
December 26, the station will be open Thursday through 
Friday 9:00 am to 3:00 pm and on Saturday, 8:00 am to 
3:00 pm. 

Machacam January Meeting 

The Machacam Club will hold its January meeting 
on the January 4 at the Legion Hall, 3 Depot Street. Social 
time is 5:30 pm, dinner at 6:00 pm. 

The speaker this month will be Carol ''KrilF' 
Carson, a Professor of Marine Biology at Bridgewater 
State College. Carol is also the President of the New 
England Coastal Wildlife Alliance, a volunteer, nonprofit 
dedicated to the protection and conservation of the coastal 
marine wildlife that call our New England Coasts home. 
NECWA provides data and educational programs to 
other professional and public entities on Basking Sharks 



irS YOUR TOWN 
HELP US KEEP IT GREEN 
INVEST IN YOUR LAND 
SUPPORT THE 
ROCHESTER LAND TRUST 



P.O. BOX 337 
Rochester, MA 02770 




and Sunfish. Carol's topic for meeting involves the 
maintenance of a standing response team for stranded 
Sunfish on our shores which occur each fall. 

What do you do with a 7-foot, 600-pound fish that 
strands on a beach? All reports of her presentation have 
been extremely positive making this meeting a definite 
"Don't Miss'' for Machacam members. 

Callers are asked to bear in mind the importance 
of call list accuracy. Please report your lists not later than 
9:00 pm on January 2 by calling 508-758-9311 or e-mail 
gpfnr@aol.com. Members may make last minute changes 
by calling the same phone number or e-mail no later than 
9:00 am on January 3. 



Extra Special 
Sun., Mon. & Tues. 
Close 

2 Baked 

Scrod 
Dinners 

(eat-in or take out) 



$11 



.99 



Restaurant 
508-758-3117 



Wishing 
Everyone a 
Safe & IHappy 
■Holidays! 




Open 7 Days 10-9 

83 Marion Road, (Route 6) Mattapoisett 



Sushi Bar 



Open 7 Days 4-1 0pm 
508-758-3113 



Suslii Lunch 
Fri., Sat. & Sun. noon 



White Shrimp 4 lb. box 
13-15 count $45 



Oven Ready Casserole 



4 lb. haddock 
1 lb. shrimp 
crab meat stuffing 
herb lobster sauce 
$50 feeds 8-10 



Market 
508-758-3113 



Monday & 
Tuesday 
2 Sushi Rolls for 
the Price of 1 

(eat-in only) 
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Bedawiiiit&tiiteilii^ 



565 Rounseville Rd, 
Rochester 
508-763-8544 

Sunday - Thursday 11-8 
Friday & Saturday 11-9 
Serving Lunch & Dinner 



^ 

^ Merry 
Christmas 
& 

Happy New 
Year 
. from all of us to 
all of you. 





Holiday 
Hours 

Christmas Eve - ll-Sptn 
Christmas Day - Closed 
December 26th Open ll-Spm 
New Year's Eve ll'9pm 

(reservations accepted for parties of 5 or more) 

New Year's Day - Closed 
January 2nd Open ll-Spm 



Seniors 15% OFF Tuesdays llam-Spm 



Christmas Eve Congregational Service 

All are welcome to celebrate Christmas Eve 
with special services at the Mattapoisett Congregational 
Church, 27 Church Street, Mattapoisett, MA. Join the 
congregation on December 24 for a family-oriented 
service at 5:30 pm or a traditional candlelight service at 
11:00 pm. 

For more information contact 508-758-2671 or mattcong® 
verizon.net. 

Community Baptist Christmas Services 

Community Baptist Church of Marion invites 
you to come to the Christmas Eve service at 6:00 pm for a 
service of Candles and Carols. At this kid-friendly service 
celebrating the birth of the Christ child, there will be 
traditional Christmas Carols of the season and sharing the 
scriptures that celebrate the birth of the Christ Child. 

On Sunday, December 25 at 10:30 am, the Church 
will celebrate Christmas at a weekly worship service. 
Come discover the true meaning of Christmas with a 
warm, friendly congregation. 

Community Baptist Church of Marion is an 
American Baptist Church that opens its doors to all who 
seek to learn about the Christian Faith. The Church is a 
small, friendly congregation with a very large faith. The 
church is located at 441 Front Street, Marion. For further 
information about the church, visit www.cbcmarion.org. 

Christmas Swim to Benefit HHH 

After opening presents why not come out 
and support a great cause by taking a quick dip in the 
ocean? Helping Hands and Hooves (HHH) will host 
the 11th annual Christmas Day Swim at 11:00 am at the 
Mattapoisett Town Beach. 

Each swimmer is asked to give a donation of 
$15 (payable on the day of the swim) and the first 75 
swimmers will receive a festive long sleeve t-shirt. 100 
percent of the proceeds will go to Helping Hands and 
Hooves, a non-profit (based in Mattapoisett) that is 
dedicated to providing therapeutic horseback riding 
lessons for adults with disabilities. 

If you would like to learn more about Helping 
Hands and Hooves go to our website at www. 
helpinghandsandhooves.org. If you have any questions, 
please call Debbi Dyson at 508-758-4717. 

Mattapoisett Museum Curator Named 

The Mattapoisett Historical Society is pleased to 
announce the appointment of Elizabeth Hutchinson as 
curator of the Mattapoisett Museum at 5 Church Street. 
She will replace retiring Bette Roberts who announced her 
plans to retire at the annual meeting of the Society this 
past September. 

Ms. Hutchinson is well qualified, having served 
in various capacities at the South Street Seaport Museum 
in New York City, the Mystic Seaport in Connecticut and 
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Old Sturbridge Village in Massachusetts. She is also a 
certified teacher and taught for six years at the Wheeler 
School in Providence. She is a 1997 graduate of Fordham 
University with a BA in history followed by a Master's in 
Education from Fordham. She and her husband and their 
two children live in Mattapoisett. 

In commenting on Ms. Hutchinson's 
appointment, Seth Mendell, President of the Mattapoisett 
Historical Society, said: ''The Museum is fortunate to have 
someone who's resume includes history, teaching and 
museum experience. We all look forward to working with 
[Ms. Hutchinson] as the Museum fulfills its mission of 
preserving the past for the benefit of the future." 

ORR Hall of Fame Applications Sought 

Applications are now being accepted for the Old 
Rochester Regional Athletic Hall of Fame. Applications 
will be accepted until January 1, 2012. 

The ORR Athletic Hall of Fame was established in 
2011 to celebrate 50 years of athletic excellence at ORRHS 
and to honor alumni and coaches who represented the 
school with class, dignity, sportsmanship and distinction. 
There are a minimum of three and a maximum of five 
inductees each year. 

To be eligible, athletes must have attended 
ORRHS for a minimum of two years and must have 
graduated 10 years ago or more. Coaches, faculty and 
administrators are eligible five years after their leaving 
their rank. 

The application, which contains all requirements 
for nominations, is available at www.01dRochester.org. 
For more information, e-mail halloffame@ORRathletics. 
com 

From the Mattapoisett Town Clerk 
• Hunting and Fishing Licenses - Massachusetts 
Fisheries and Wildlife will no longer be printing paper 
licenses. They will not have to be accessed online and 
printed out. The website is www.sport.state.ma.us. 
Since Massachusetts Fisheries and Wildlife weren't 
underwriting the costs of paper, color toner, or printers, 
and were insisting on access to our towns' bank accounts 



Old Tyme Chimney 



Chimneys/Masonry Repaired 



Re-Crowned • Re-Flashed & Sealed 
Specializing in Chimney Leaks & Repairs 

Dan Hill 

Chimney Sweep & Reline 
Lie. /Ins • Credit Cards Accepted 

508-759-0930 • 508-847-1644 

Email: 01dTymeChimneyl@aol.com 
www.01dTymeChimneySweep.com 




Tiieir favorite gifts under the tree 
can be found at Serendipity by the Sea 
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Red 8c Green SALE 
50% OFF 

All Holiday Merchandise 
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MARION, MA 
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Holistic Psychotherapy for Adults 
Anxiety, Depression 
Grief/Loss, Trauma/Transition 
EMDR2 Certified 



Elizabeth Farley, ma lmhc 

Licensed Mental Health Counselor 

369 Wareham Road, Marion 
508-748-0437 
www.InnerResources-mass.com 



to get their payments, our office sincerely regrets having 
to give up the service. 

• Mooring Inspection/Mooring Excise Tax - If 
your mooring number is preceded by a letter (A-H), you 
should have received a letter and a mooring inspection 
form in the mail. The form must be on file in the Town 
Clerk's office before your 2012 payment will be accepted. 
Please be sure the form has been signed and dated before 
returning it. If per chance you did not receive this letter 
and form, please call the Clerk's office and one will be 
sent to you or if able, stop by and pick up the form. All 
excise taxes must be paid before your 2012 sticker and 
mooring/ wharf or skiff payments will be accepted. 

• 2012 Presidential Election Year - College 
Students - Absentee ballot applications are available in 
the Town Clerk's Office. As soon as college students know 
their college address, they should stop by and fill in an 
application so that we can send them a ballot as soon as 
they are available in 2012. A parent may also file this form 
for them. Ballots cannot be picked up (unless you are 
voting in person, here in the office) they must be mailed. 
All instructions will be sent with the ballot. A parent or 
immediate family member may return the ballot to us, 
but it must be sent via the mail. If you have any question 
please call the Town Clerk's Office at 508-758-4103 ext. 2 



not-for-profit organization at the same time. During this 
holiday season and throughout the month of January, 
Showstoppers community-service singing troupe will be 
selling the Dinner For Two Dining Books at the regular 
cost of $29.95. Ten dollars of the purchase price will go to 
the Showstoppers organization. 

This year's book features $1500 in savings at 
establishments across Southeastern Mass, including Cape 
Cod, as well as Newport and Providence. Each of the 
100-plus "buy one, get one free" coupons is good through 
December 30, 2012. 

To purchase a book, or for more information 
about Showstoppers, please call 508-758-4525 or email 
info@showstoppers.us. 

Heritage Committee Members Needed 

The Heritage Days Committee appreciates all 
the positive responses have received from Mattapoisett 
residents and guests who have enjoyed Heritage 
summer programs. The committee has had the pleasure 
of planning these events for several years - however, 
committee numbers have decreased. For another 
Heritage Weekend Celebration to happen, many energetic 
volunteers are needed to commit for at least one year to 
the planning, researching, and hosting of Heritage Days 
Activities. This involves monthly meetings between 
January and August to plan events. The process is 
exciting, a learning and sharing experience that can be 
very enjoyable and fulfilling. 

An open meeting will be held on January 17 in the 
meeting room at the Mattapoisett Public Library, at 6:30 
pm. Anyone who is willing to lend their ideas, talents and 
energy to bring about Heritage Days 2012, is welcome. 

Please join if you have an interest in the cultural 
history of Mattapoisett and can commit for the 2012 
season. Attendance at this meeting will determine if a 
program will be offered in 2012. 

If you have further questions or concerns please 
contact Bobbi Caspar. E-mail: theseamstress@verizon.net. 



Showstoppers Dinner for 2 Fundraiser 

Give the gift that lasts all year long, and help a 
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Trom Repairs To Complete Remodel" 
Specializing in Bathrooms 



Victor Morton 



198 Ryan St. 

New Beford, MA 02740 



Home (508) 992-6352 
Cell (508) 496-3591 
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Marion Art Center 

Winter/Spring Classes - The Marion Art 



ainiingSjlTy ArtiiiirtSlpniz 



I-ine Art • Gicl6e Pdnt^'ii^Scfiimh'lw.. ; 
On i t| aeCiraf t^5Si v ! r Cf i ri ^ 1 1 t i ci s Carti ^ 
Fre^ Gift Wrapping 

■ N 



"Moon Gate 
Marion, MA 




December 22, 2011 



AnhurMoDizGEJlGr^.com 

www.wanderer.com 



C,ome Ijome for C-hristmas 

Anthoni^^s pansli, Mattapoisett 
5t. Rita's TaHsli, Ma 




Vigil Masses, Saturday Pec. 24^*^ 
4:00pm ^ St Anthony's Church 

Children's Choir & Song Leader & Assembly 

6:00pm ^ Wickenden Chapel (Tabor Academy) 

Full Choir with pre-mass concert (Marion) 

10:00pm St. Anthony's Church 

Choir with pre-mass concert beginning 9:40pm 

Christmas Morning Sunday Dec. 25*^ 
9:30am - St Anthony's Church 

Song Leader & Assembly JCV 

[Please note, even though Christmas is on a ^\ J 1 \ 
Sunday, there is only the one Mass on \JJ^ ^ ^# I 

Christmas Day] \ \^C ^ <3SA 
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Bd&viWe USA, 5 Pine Street, Carver, MA 

Join Edaville Railroad in assisting Carver Food Bank 
Donate a can and enjoy $4 OFF admission! 

CARVER - Upon hearing that their local food bank was hurting this holiday season, Edaville 
Railroad has reinitiated its canned food drive for 201 2, Just bring a can of food to donate to the 
Carver Food Rank and receive S4 oflF admission to tbe park. This ofTer is valid Monday through 
Thursday, December 26-29, 

Admission to Edaville's Festival of Lights includes the signature 20 minute train ride through the 
decorated cranberry bogs as well as unlimited use of all the rides and play spaces. So bundle up 
the family and head on over to Edaville for some old fashioned Christmas fun. And help a good 
cause while you are at it! 
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Center is now accepting registrations for its Winter-Spring 
classes. A non-profit organization dedicated to promoting 
the visual and performing arts, the Marion Art Center has 
been offering classes to children for over 25 years and is 
located at 80 Pleasant Street in Marion. Members of the 
Marion Art Center are offered a discount on tuition for all 
classes except piano. For more information about all the 
classes offered, please call 508-748-1266. 

• Monday Dance Academy - Monday Dance 
Academy includes classical dance instruction in ballet, 
tap, jazz and basic tumbling. Preschool (age 3 to 4) 
will meet from 4:30 to 5:00 and tuition is $135/ $150; 
Kinderstep (age 5) will meet from 5:00 to 5:45 and tuition 
is $150/ $165; Beginner (age 6 to 7) will meet from 5:45 

to 6:30 and tuition is $150/ $165. Classes start week of 
February 6. Teah Johnson is instructor. 

• Wednesday Dance Academy - Wednesday 
Dance Academy includes Intermediate (age 8 - 12) 5:30 to 
6:15, $150/ $165; classical dance instruction in ballet, tap, 
jazz and basic tumbling as well as Hip Hop I (age 6-9) 
4:30 - 5:00 $135/ $150; Gymnastics (age 6 to 12) 5:00 to 5:30 
$135/ $150; Hip Hop II (age 6 to 12) 6:15 - 6:45 $135/ $150. 
Dancers may add another class for an extra $85. Classes 
start week of February 6. Teah Johnson is instructor. 

• Little People's Theatre - The Little People's 
Theatre (ages 5 to 9) meets on Tuesdays, 4:30 to 5:30. 
Session III is December 6 to January 17. Session IV is 
January 24 to March 6; Session V is March 13 to April 
24 and Session VI is May 1 to June 9. Each week, the 
children will learn basic theater craft through drama 
games, readers' theater and experience the fun of the 
stage while rehearsing for a small production to be 
performed the last week of each session. Nancy Sparklin 
is the instructor. Nancy is the Director of MAC's summer 
art program "ArtStart" and has been the Musical Director 
and accompanist for many shows both at MAC and 
around the community. The fee for each six-week session 
is $75/ $90. 

• Young People's Theatre - The Young People's 
Theatre (ages 10 to 14) will meet on Thursdays, 4:30 to 
6:00 pm. The 10-week program starts January 26. Students 
will learn basic theater craft through the process of 
putting on a production. Kimberly Teves, instructor. The 
fee for the 10-week session is $160/175. 

• Junior Show Choir - The Junior Show Choir 
(ages 7 to 12) will meet on Wednesdays, 5:30 to 6:30. 
The 10-week session will start January 25. This choral 
program offers group vocal instruction, rehearsing and 
performing in a staged medley with emphasis on dance- 
type movement combined with choral singing. Vocal 
Instructor: Cassandra Morgan; Music Accompanist: Jamie 
Wiksten; Dance Instructor: Jill Foye. Fee: $150 for MAC 
members/ $165 for non-members. 

• Piano Lessons - Piano lessons for preschoolers 
are offered by appointment on Friday mornings. Jamie 
Wiksten, is the instructor. For more information, call 508- 
295-0379 or e-mail jwiksten@verizon.net. Private piano 

www.wanderer.com 
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M Lenny Langevin, owner 

I- CAPE COD 
ANTIQUE 
.RESTORATION 

g •Antique Restoration 
I •Furniture Repairing 
s •Seat Weaving 

I •Oldest & Largest Shop 
I w w w. capecodantiqueres toration . com 
I 2235 Cranberry Highway, West Wareham 

I 508-295-8122 • 1-800-649-8122 • Tues.-Fri. 8-5, Sat. 8-12 | 

lessons for beginners and intermediates are offered by 
appointment with Nancy Sparklin, instructor - 508-763- 
2327. 

• Call for Artists: The Marion Art Center invites 
artists to submit work for an exhibition and sale entitled 
"Images: The Lands of the Sippican Lands Trust''. The 
exhibition will run from October 5 to November 10, 2012. 

Maps of the trails for the Sippican Lands Trust 
properties may be picked up at the Lands Trust offices at 
354 Front Street in Marion, or visit their website at: www. 
SippicanLandsTrust.org. 

For more information or to register for 
participation, please call the Marion Art Center: 508-748- 
1266, or email: marionartcenter@verizon.net. 




53 County Road (Rt. 6) 
Mattapoisett MA 02739 
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This holiday, give 
your loved ones the 
gift of HEALTH 
and treat yourself 
to a little PEACE. 




Holiday Special 
10% Off all holiday gift certificates 
purchased by Dec. 23 
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• Open Auditions: Open auditions for Romantic 
Fools, a comic vaudeville by Rich Orloff, will take place on 
Sunday, January 8 at 4:00 pm and Monday, January 9 at 
7:00 pm. The play requires 11 males and 11 females. 

The 11 two-character comedies examine love, 
lust, dating, and romance - from a date with a caveman 
to the joys of dull sex. With influences of Monty Python, 
Saturday Night Live, Jules Feiffer, the Marx Brothers, and 
classic vaudeville comedy, these sketches vary in style, 
but all celebrate the inherent comedy of male-female 
relationships. The show will run on March 16, 17, 18, 23 
and 24. 

The Marion Art Center is open to the public 
Tuesday through Friday, 1:00 to 5:00 pm and Saturdays, 
10:00 am to 2:00 pm. The Marion Art Center is located 
at 80 Pleasant Street (the corner of Main and Pleasant 
Streets) in Marion. 

Memorial Plantings in Mattapoisett 

The Mattapoisett Tree Committee has recently 
completed two Memorial Tree plantings: a new Pin Oak 
tree at Center School and a "Winter King'' Hawthorn tree 
at the Mattapoisett Landing. These Memorial trees have 
recently been planted to honor the loved ones of two 
Mattapoisett families. 

The holiday is a wonderful time to donate to 
the Mattapoisett Tree Committee, for preserving and 
maintaining the tree canopy in Mattapoisett. Donations 
in any amounts can be made out to Town of Mattapoisett, 



PO Box 435, Mattapoisett, MA Attn: Tree Committee. For 
more information, please call Sandy Hering at 508- 
758-3008 or check the town web page and look for Tree 
Committee. 

Old Rochester Youth Lacrosse 

Registration is open for Old Rochester Youth 
Lacrosse, Spring 2012. Lacrosse is known as the fastest 
game on two feet! Sign up and join the fun. Tri-town 
girls and boys grades 1 through 8 are welcome. Please 
go to our website to register and for information: www. 
ORYLAX.com. 

The deadline is January 15, 2012. Contact: info@ 
orylax.com or amcintire@arm-co.com; Andrew Mclntire at 
508-758-3803 for more information. Old Rochester Youth 
Lacrosse is sponsored by the Mattapoisett Recreation 
Department. 

Mattapoisett Women's Club 

MWC's Great Decisions Foreign Policy 
discussions begin January 25, 2012. The popular revolts 
and upheaval of the Arab Spring have radically changed 
the face of the Middle East. Come find out what lies 
ahead for the Middle East's transition to democracy as 
the Mattapoisett Women's Club offers the highly popular 
and thought provoking Great Decisions civic-education 
program of the Foreign Policy Association. 

For discussions, the group will use the Great 
Decisions briefing book, which highlights eight of the 
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Obituaries: 

Patricia C. (Cruise) DiPasqua, 58, of Mattapoisett died 
Sunday December 18, 2011 while being lovingly embraced by 
her family and friends after a lengthy and courageous battle 
with lung cancer. 

She was the loving wife of Leonard J. DiPasqua. 

Patty was born in Brockton on December 9, 1953. She 
was the daughter of Kathryn (Orient) Cruise of Brockton and 
the late James P. Cruise, Sr. Raised in Brockton, she was a 
graduate of Brockton High School class of 1971 and later 
received her Associates Degree from Massasoit Community 
College. She had resided in Mattapoisett for the last 29 years. 

Patty was a communicant of St. Anthony's Church where 
she served as a Eucharistic Minister. 

She was employed as a secretary by William B. Mul- 
doon, D.S.S. for many years. 

Patty will be remembered by many for her friendship and 
quiet acts of love and kindness over the years. 

Patty is survived by her devoted husband of 35 years, 
Leonard DiPasqua; her loving children, Albert J. DiPasqua 
and his wife Pamela of Whitman and James P. DiPasqua of 
Fairhaven; her two grandchildren, Halle and Dylan DiPasqua; 
her mother, Kathryn (Orient) Cruise; her two brothers, Thomas 



F. Cruise and his wife Kathy of Canton and James P. Cruise, Jr. 
of Brockton. She is also survived by many nieces, nephews and 
loyal cousins. 

Her Funeral Mass will be celebrated on Friday at 1 1 AM 
in St. Anthony's Church, 22 Barstow St. Mattapoisett. Burial 
will follow in St. Anthony's Cemetery. Visiting hours were 
Wednesday from 4-8 PM and Thursday from 4-8 PM in the 
Saunders-Dwyer Mattapoisett Home For Funerals, 50 County 
Rd. (Rt. 6) Mattapoisett. In lieu of flowers, remembrances 
may be made to Lowe Center for Thoracic Oncology c/o Dana 
Farber Cancer Institute 10 Brookline PI. West 6th Floor, Brook- 
line, MA 02347. For directions and guestbook, please visit 
www.saundersdwyer.com. 



If you have a notice you would like to have included 
in the Milestone section, please contact our office 
at : 508 758-9055, by fax at 508-758-4845, or 
by email at office@wanderer.com. Included in 
the Milestone Section is Birth Announcements, 
Obituaries, Engagement Notices, Wedding Notices, 
Anniversaries and Memorials. 
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MFR Effectively Treats 
Lyme Disease, Fibromyalgia, 
and Acute and Chronic Pain 
Associated with Trauma 

The John Barnes approach to Myofascial 

Release addresses the cause of your 
symptoms and returns you to a pain free 
and active lifestyle. 

For further information visit: 

EquilibriumMFR.com 

Deb Epstein, lmt, & Dave Epstein, lmt 

Expert & Advanced Myofascial Release Therapists 
6 County Road (Rt.6), Mattapoisett 
By Appointment: 508-758-8248 
equilibriummassage@comcast.net 

equi/iIFKrium 

MYOFASg^^/RELEASE 

-k Book with Dave, our new Advanced 
Therapist & Receive $10.00 off your first session 



most thought-provoking foreign policy challenges facing 
Americans today. The publication provides background 
information, current data, and policy options for each 
of the eight issues and serves as the focal text for our 
discussions. Topics for 2012 include: Middle East 
realignment. Promoting democracy, Mexico, Cyber- 
security Exit from Afghanistan and Iraq, State of the 
Oceans, Indonesia, and Energy geopolitics. 

Great Decisions meets once a week on 
Wednesdays for eight consecutive weeks from 1:30 pm 
to 3:00 pm beginning January 25, 2012 in the lower 
meeting room of the Mattapoisett Free Public Library The 
expected ending date is March 14. A snow date would 
extend the meetings to March 21. 

For more information contact co-chairs: Ellen P 
Flynn at 508-758-1312 or Eileen Marum at 508-758-9751. 

Mattapoisett Free Public Library 

• Winter Storytimes - Registration will begin 
for the Winter Storytime series on December 27. New 

this session will be the addition of a Thursday afternoon 
preschool session instead of the Thursday morning 
session. For more information, call the Children's 
Department at 508-758-4171. 

• Community Cafe - Your library is a 
comfortable community center. Thanks to the Friends, 
you can drop by and enjoy a cup of coffee or tea for 

a small donation. Visit the reading room to relax and 
converse with friends. What a great way to spend a winter 
afternoon! 

• Family Storytime - Families with children of all 
ages are welcome to enjoy some favorite stories together. 
If you have a favorite story, please bring it to share in this 
casual and fun storytime. Family Storytime is held on the 
first Saturday of each month, from 10:30 to 11:00 am. No 
registration required. 

• Movie Day - Everyone is welcome to attend 
Movie Days, sponsored by the library's Junior Friends, 
who have raised money for a movie license. Bring your 
children and relax at the movies in the library's Meeting 
Room. Wednesday, December 28 will be Polar Express 
at 1:00 pm and at 3:30 pm, £Z/will be shown. The Junior 



WHAT A FIND! 

Consignment Furniture & Home Decor 

Visit Our "Santa's Workshop" 
and Find Holiday Decor 
for the Home! 




ACCEPTING CONSIGNMENTS 

Call For Information 

A great opportunity to recycle quality used home furnishings. 



154 Huttleston Ave. (Rte. 6) Fairhaven whatafindconsign@aol.com 
Hours: Tues. Wed. Thurs. Sat. 10-5:30, Fri. 11-7, Sun. 1-4 
Closed Mon. • 508-997-0166 



FREE ESTIMATES 



INSURED 



TREE SERVICE 

55' Bucket Truck 

Chipper Service 

Brush Clearing 

Stump Removal 

Difficult Tree Removal 

Electric Line Clearing 

ARNE EXCAVATING 
Marion MA 

508-748-2060 

ARNEEXCAVATING@COMCAST.NET 
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Sippican Historical Society Unveils Exhibits 
By Shawn Sweet 

The Sippican Historical Society recently 
unveiled a new exhibit featuring a portrait of Roald 
Amundsen by Cecil Clark Davis. The exhibit has several 
items featuring the work of Davis, as well a doll cropped 
with Davis' actual hair. 

Davis, known to be one of 
Marion's most famous women artists, 
created the Amundsen portrait in 1916 
in her Chicago studio. Although from 
Chicago, a young Davis became familiar 
with Marion, as she summered there 
staying at the Sippican Hotel. Davis wed 
in Marion's St. Gabriel's Chapel in 1899 
and had a studio in her Marion cottage 
on Water Street as well. Davis died in 
September of 1955. 

Amundsen, the subject of the 
featured portrait was a Norwegian 
explorer. He gained notoriety for being 
the first explorer to reach both the North 
and South poles. He was also the first to 
travel through Canada's Northwest Passage, a journey 
that spanned 3 years. While on a rescue mission in 1928, 
Amundsen disappeared after the plane he was traveling 
in crashed into the Arctic 
waters below. 

Amundsen only 
briefly posed for the 
portrait, as he stayed two 
hours and never returned. 
In order to complete her 
portrait, Davis' friend 
Christian Abrahamson 
became the stand-in for 
Amundsen's body. 

Davis' coveted 
work is featured 
throughout Marion's 
community. "Wendy 
Bidstrup at the Marion Art 
Center has Davis' diaries and several of Davis' paintings 
can be found at Tabor," said Pete Smith, the Society's 
Curator for over 20 years. 

Also, currently being featured at the Sippican 
Historical Society is the Marconi Station exhibit. The 
station was a wireless telegraph station which handled 
all trans- Atlantic radio traffic. Constructed between 
1910-1914 on 143 acres in the area of Rt. 6 and Rt. 105, it 
was powered by 14, 400 foot towers. Ultimately, it was 
demolished in 1960. 

The Society is trying to incorporate 21st century 





technology in with their new exhibits. "We're now a 
genealogy reference point because we offer a database 
online. We've subscribed to the New England Historic 
Genealogical Society," said Kimberly Teves, the Society's 
Executive Director. 

The Society functions as a vital part of Marion. 
"We want to be on the radar, a destination not only for 
tourists, but for locals as well. Our goal 
is to preserve Marion's rich past. People 
don't know why we are called Marion 
or what Sippican means, if they came 
to visit us, they'll find out. It's quite 
fascinating," said Ms. Teves.. 
Traffic flow for the Society varies. "We'll 
see the same faces walk by on a regular 
basis and then one day it will dawn on 
them that we are here and they'll pop in," 
said Ms. Teves. "Social media, such as 
Facebook, has been a great way for us to 
get the word out." 
Exhibits at the Society change every 
six months to a year. "Two years ago 
we had a great exhibit on the Golden 
Age featuring influential local people in the arts and 
in politics. This spring we're going to offer a program 
on Marion's infamous Tar and Feather case. In the 

recent past, we've had 
educational programs 
on the Haunted History 
of New England and 
Elizabeth Tabor," said Mr. 
Smith. 

"We obtain many 
artifacts through donation 
and others we purchase," 
said Mr. Smith. In typical 
curator fashion, Mr. Smith 
has donated his personal 
china collection to the 
Society, which is currently 
on display and housed in a 
glass case. 

While Ms. Teves admits it can be difficult to 
draw an interest from the younger generation because 
they're not a hands-on museum, as the artifacts are 
susceptible to degradation, they do work with Sippican 
School and offer workshops. "The third grade comes in 
every year during their walking tour of Marion and it's a 
great introduction for many of them," said Ms. Teves. 

Marion's Sippican Historical Society is located 
in the Walton Nye Ellis House on 139 Front St. For hours 
and information visit: www.SippicanHistoricalSociety. 
org. 
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Friends ask that you bring a canned good for donation to 
Damien's Pantry. 

• Winter Activities in the Children's Room 

- On Saturday, January 21, 2012 there will be Snow Globe 
making from 2:00 to 4:00 pm. Come explore how science 
and art can blend together to create a lasting memory. 
Participants will sculpt their own winter scene and 
preserve it in individual hand-made globes. 

• Cookbooks For Sale - The Friends' new 
community cookbook is available for sale at the library 
It includes delicious recipes submitted by local chefs and 
cookbook authors as well as members of the Friends and 
library patrons. These will make great gifts while also 
supporting the work of the Friends. The books are $10 
each. 

• Technology Workshops - Confused about 
whether to buy a Nook or a Kindle? Wondering what 
all the hype about e-readers means to you? Do you have 
an iPad and want to learn how to download books form 
the library? Join the library staff at one of our informal 
technology workshops and get your questions answered. 
E-readers will be available to try and staff will show you 
how to download books and audiobooks. Workshops will 
be held every Tuesday at 6:30 pm and on Thursdays at 
3:00 pm through the months of December and January. 
For an individual appointment with technology questions 
please call Liz Sherry at 508-758-4171 or email her at 
esherry@sailsinc.org. 




NEW CONSTRUCTION 
ADDITIONS 
RENOVATIONS 



Moracam desmn 
tmiimmiH. m 



505-756-2474 
http://www.southcoastdc.com 

cmm@50uthcoa5tdc.com 



Christian McCullough / Michael Bichsel - Owners 



• Canned Goods for the Food Pantry - The 

Hbrary is accepting nonperishables to help stock local 
food pantries. Feel free to bring you items to the library 
throughout the year. Also welcome are hats and gloves 
and new socks to be distributed to area shelters. Many 
thanks in advance for your thoughtfulness. 

Plumb Library Events 

• Cafe Parlez - Cafe Parlez selection for 
December is The Princess Bride, by William Goldman. 
Nearly everyone has seen the movie; now read the book! 
They're all here: Princess Buttercup, Westley Fezzik, 
Miracle Max Vizzini, Prince Humpderdinck, Inigo 
Montoya -the whole gang. The Princess Bride is about 



Fun and professional 
Portfolio Sessions 
where all the focus 

is on youl 
Capturing a vaiietg 
of images 
itidt show off 
gour personality 
and Style 



Check out my 
unique sideshows 
on(<9oeboolc 



\fes - 1 do Fannilg Portraits 
on location 

thai are real, natural, 
fun and spontaneous 
shGfWing each individual 

at their best! 



508-758-78IO 



Merry Christmas 




\AAAW.uniquephptographs.com 
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TriTown Happenings 







Above: The Marion Police Brotherhood hosted a 
holiday dinner for seniors at the Marion Social Club 
on Saturday, December 17. From left to right: Marion 
Police Chief Lincoln Miller and Selectmen Stephen 
Cushing and Roger Blanchette enjoy some good con- 
versation over a meal. Photo by Robert Chiarito. 



Above Left: (Left to right): retired officer George Pina, Sgt. Jeff Tripp, 
Officer Anthony DiCarlo, Police Chief Lincoln Miller, Officer Alishia 
Chandler and Sgt. Rich Nighelli of the Marion Police Brotherhood 
— were on hand as the Brotherhood hosted a holiday dinner for seniors. 
Photo by Robert Chiarito. 



Old Rochester eighth graders Holly Prink, ]ared 
Wheeler and Evan Roznoy were selected to represent 
the Tri-Town as a part of ''Project 531 " , a youth con- 
gress that will meet with Governor Deval Patrick on 
January 14, 2012. Photo by Laura Fedak Pedulli. 



The Friends of Old Rochester Music (FORM) holiday concert took 
place on December 15 at ORRJHS. Both band and chorus entertained 
the audience with old and new favorites. Photo by Shawn Sweet. 



These photos and more are available online at www.wanderer.com 
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MIKE'S APPLIANCE 

Sales and Serv^ce^ Experienced with all brands. 
Also available evenings, weekends and holidays 
Mike Healy 508-748-2557 



good against evil, country against country, strange beasts, 
and love, true love. Fans of the movie will be delighted to 
read more back story and those new to the film will find 
a lot to like. The group will be discussing this book on 
Thursday, December 29 at 6:30 pm. Books are available 
at the desk, or bring your own copy. Cafe Parlez is 
sponsored by the Friends of Plumb Library. Continue the 
discussion on Goodreads - www.GoodReads.com. 

The schedule for 2012 is available at the library. 
Selections will include: Bel Canto, Room, Three Junes, A 
Visit from the Goon Squad, The Last Child, The Tiger's Wife, 
Mrs. Kimble, and The Sweetness at the Bottom of the Pie. 

• Food for Fines - During the month of 
December, Plumb Library patrons can have their late 
fees and fines waived if they donate non-perishable 
items for local food pantries, or pet food for local animal 
shelters. ''Food for Fines'' will continue until December 
23. Donations cannot cover lost book fees, or lost card 
fees. Call the library for more information. Start the New 
Year with a clean slate and help local food pantries. 

• ABCs and Me - "ABCs, Music and Me", a 
five-week program for toddlers ages 12 to 24 months 
will begin on Tuesday, January 3 from 10:30 to 11:15 am 
at the Plumb Library. During this program, children will 
enjoy an array of fun musical activities using instruments, 
songs, rhymes and stories to build an appreciation 

of music. Space is limited, and there are some spots 
available. Pre-registration is required. Call the library at 
508-763-8600 for more information or to reserve a place 
for your toddler. 

• Preschool Storytime - Storytime for ages 3 to 

5 will start on Wednesday, January 4 at 10:30 am. Toddler 
Storytime for ages 2 to 3 and their parents or caregivers 
will start on Friday, January 6 at 10:30 am. Spaces are still 
available in both programs. Call to register. 



www.zoolittle2.com 



Zooiittie 2 



Children's Resale 



171 Marion Road 
Wareham, MA 
508-295-0806 



stay Warm! Coats, Snow 
Pants & One-piece Suits for 
the Little Ones! 

Hours: Tues.-Fri. 10-5, Sat. 10-4, 
Closed Sun. & Mon. 



Happy Holidays! 



Order Your New Year 
Party Platters & Meats 

Happy Holidays! 

Thank you for Your Patronage! 




Check out our menu on-line 
www.onthegotakeout.com 
50 Marion Road, Mattapoisett • 508-758-9922 
(Formerly George's) 
Open Monday-Friday 10-5, Saturday 10-3 




GiuUana's 
Yam Shop 




Our New Location is: 
8 Bridge Street Padanaram Village 

(Next to the Woodhouse Shop) 

Offering Knitting & Crochet Classes... 508-997-6677 
Hours: Mon & Tues 11-5, Wed 11-9, Thurs-Sat 11-5, 
Open Sundays ito4 till Christmas - Knit Nights: Wed. 6pm-9pm 
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Holiday Flash JVIob 




During a ''flash moh" performance at the Dart- 
mouth Mall on December 16, over 200 carolers 
held LED votive lights and sang ''Silent Night". 
The event was coordinated by Mattapoisett native 
Chad Michael Peters, who used social networking 
sites like Facebook and Twitter to spread the word 
about the surprise holiday event. Many Tri-Town 
residents were in the "mob". See the video on The 
Wanderer website at: www.wanderer.com. Photos 
by Felix Perez. 




These photos and more are available online at www.wanderer.com 
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• Art on the Spot - Kara Andrews from "Art 
on the Spot" in Middleboro will be at the Plumb Library 
on Saturday, January 28 from 10:30 am to 12:00 pm for 

a face-painting workshop. This program is for children 
ages 10 and up, and is free of charge thanks to the Friends 
of Plumb Library A pizza lunch will be served. Pre- 
registration is required. 

• Symphony Tales - The New Bedford 
Symphony Orchestra's "Symphony Tales" program will 
be in the area presenting Scritch Scratch: A Perfect Match 
by local author Kim Marcus. The program will be at the 
Mattapoisett Public Library on Saturday, January 21, 
and at the Plumb Library on Saturday, February 4. The 
story will be read accompanied by a cellist. There will 
be a small cello available for the children to try Copies 
of the book will be for sale at the library to be signed by 
the author, who will also give a short presentation on the 
creation of the book. Registration and book order forms 
will be available at the library, and will be sent to grades 
K-1 in the Mattapoisett and Rochester public schools. 

• Yarn Swap - Are you looking to clean out 
your yarn stash for the New Year? Tired of looking at the 
same old yarn? Want to try some new yarns or patterns? 
Bring your unwanted yarn to the Yarn Stash and Pattern 
Swap at the Plumb Library on Friday, January 20 from 
2:00 to 4:00 pm. Be sure the yarn is clean and is labeled. 
Refreshments will be served. Call the library for more 
information. 

• Non-Fiction Book Group - "Just the Facts" 
non-fiction book group will be discussing The Other Wes 
Moore: One Name, Two Fates, by Wes Moore on Thursday, 
January 19 at 6:30 pm. Two kids with the same name 
were born blocks apart in the same decaying city within 
a year of each other. One grew up to be a Rhodes Scholar, 
decorated combat veteran, and a White House fellow. The 
other is serving a life sentence in prison. This is the 
story of two boys and the choices they made. Books are 
available at the desk. 

The non-fiction schedule for 2012 is: January 20: 
The Other Wes Moore, by Wes Moore; February 16: Cod, by 
Mark Kurlansky; March 15: In the Garden of the Beasts, by 
Erik Larsen; April 19: Columbine, by Dave Cullen; May 17: 
Battle Hymn of the Tiger Mother, by Amy Chua. 
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TILE COMPANY 
All Phases of Tiling 
New Work • Repairs 
Kitchen • Bath 
Floors • Walls • Showers 
Backsplash • Countertops 

Wendel Queiroz 508-942-9677 



Mattapoisett COA 

• Exercise: Mondays at 10:00 am, QiGong ($2.50); 
Mondays and Wednesdays at noon. Strength and Balance 
($2.50); Tuesdays and Fridays at 8:45 am. Yoga ($2.50); 
Wednesdays at 10:00 am, CardioDance Fit ($4). 

• Crafts: Mondays at 10:00 am. Knitting Group 

(free). 

• Social: Mondays at 1:00 pm. Scrabble (free); 
Wednesdays at 1:00 pm. Bingo (per card); Thursdays at 
9:00 am. Bridge (free). 

• Mattapoisett Mah Jongg - The Mattapoisett 
Social and Wellness Center in Center School, 17 Barstow 
Street is offering Mah Jongg every Wednesday at 1:30 pm. 

Learn to play Mah Jongg or add the Wednesday 
afternoon session to your weekly Mah Jongg schedule. 
Reserve your place by calling the Center at 508-758-4110. 

• Free Movie - Midnight in Paris will be shown 
at noon on January 31. Registration is required by January 
30. $2 is also available. 

• Lunch and Speaker - "Home Safety" will be 
discussed on Tuesday, January 17 at noon. Lunch will be 
available - please register before January 12. Lunch is $3. 

The Mattapoisett COA is located in the Center 
School at 17 Barstow Street. The phone number is 508- 
758-4110. 

Marion COA 

COA Speaker Series - The first Wednesday 




Give the Gift of Heat! 

Gift Certificates 





CALL FOR LOW PRICES 

508-992-9524 

Credit Cards Accepted 




Now Accepting Fuel Assistance 
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PUBLIC ACCESS 
Comcast Channel 9 
Verizon Channel 36 

gyjnciay December 
2011 

All Christmas all day! 
Monday December 26, 

2011 

8:00 AM - Deutsche Welle 
-Arts.21 

9:00 AM -Your Money 
Your Life 

9:30 AM -Your Next Bold 
Move 

1 0:00 AM - Army News- 
watch 

10:30 AM -White House 
Chronicle 

11 :00 AM - Senior Stretch 
11:30 AM - Jazzercise 
Noon - Midday Movie 
2:00 PM - Robbi Around 
Town 

3:00 PM - Words of Peace 
4:00 PM - Earth Focus 
4:30 PM - Explore 
5:00 PM - Reeling - The 
Movie Review Show 
5:30 PM -Around BOG 
6:00 PM - Become Your 
Own Gym 

7:00 PM- Your Daily 
Gumbo 

8:00 PM - ORCTV Holiday 
2011 Greetings 
9:00 PM - Deutsche Welle 
- European Journal 
9:30 PM - Global 3000 
10:30 PM-Life Matters 
11:00 PM-The David 
Pakman Show 
Midnight - Midnight Movie 

Tuesday December 27, 

2011 

8:00 AM - Navigating the 

Way for Seniors 

9:00 AM - Graceful Aging 

9:30 AM-ORCTV's Non 

Profit Highlights 

10:00 AM - Senior Scene 

11 :00 AM - Senior Stretch 

11:30 AM - Jazzercise 

Noon - Midday Movie 

1 :30 PM - The Wanderer 

Presents 

2:00 PM-ATU and the 

Community 

3:00 PM - ORCTV 

Community 



Announcements 
5:30 PM - Graceful Aging 
6:30 PM-The Dr. Is In 
7:00 PM - Senior Scene 
7:30 PM - ORCTV's 
Nonprofit Highlights 
8:00 PM - Upper Cape 
Tech Presents - Careers 
9:00 PM - Robbi Around 
Town 

10:00 PM- Community 

Nurse and Hospice's - 

House Calls 

10:30 PM- Physician 

Focus 

11:00 PM-Free Minds TV 
Midnight - Midnite 
Mausoleum 

Wednesday December 

28. 2011 

8:00 AM -Cooking with 
Colby 

9:00AM - Emily's Garden 
1 0:00 AM - Cooking with 
Marie 

10:30 AM - Living Healthy 

- with Jackie Bell 

11:00 AM - Senior Stretch 

1 1 :30 AM - Jazzercise 

Noon - Midday Movie 

2:00 PM - ORCTV Holiday 

2011 Greetings 

3:00 PM - Sci-Fi Journal 

4:00 PM - The David 

Pakman Show 

5:00 PM - The Register's 

Report 

6:00 PM - Become Your 
Own Gym 

8:00 PM - The David 

Pakman Show 

9:00 PM - Neighbor to 

Neighbor with Don Cuddy 

10:30 PM-Life Matters 

11:00 PM-30 Odd 

Minutes 

11:30 PM - Paranormal 
Generation 

Midnight - Midnight Movie 
1:30 AM -Sci-Fi Journal 

Thursday December 29, 
2011 

8:00 AM - Navigating the 

Way for Seniors 

9:00 AM - The Register's 

Report 

10:00 AM -NASA 360 
10:30 AM - Kidsa Cookin' 
11 :00 AM - Senior Stretch 
11:30 AM - Jazzercise 
Noon - Midday Movie 



3:30 PM - ORCTV's 
Nonprofit Highlights 
4:00 PM - Neighbor to 
Neighbor with Don Cuddy - 
Steve Cassidy 
7:00 PM - Reeling - The 
Movie Review Show 
7:30 PM - The Cooking 
Hour 

8:30 PM - The Jazz Room 
Live 

9:00 PM - Alternative Root 
TV 

10:30 PM - The Wanderer 
Presents 
Midnight - Penny 
Dreadful's Shilling 
Shockers 

2:00 AM -Midnight 
Mausoleum 

Friday December 3Q, 
2011 

8:00 AM -Cooking with 
Colby 

8:30 AM -ORCTV 

Community 

Announcements 

10:00 AM -Community 

Nurse and Hospice's - 

House Calls 

10:30 AM-ORCTV's 

Nonprofit Highlights 

11 :00 AM - Senior Stretch 

11:30 AM - Jazzercise 

Noon - Midday Movie 

2:00 PM - Emily's Garden 

3:00 PM - Deutsche Welle 

- European Journal 

3:30 PM - Global 3000 

5:00 PM - Explore 

5:30 PM - Earth Focus 

6:30 PM - Navigating the 

Way for Seniors 

7:00 PM - Free minds TV 

8:00 PM - Community 

Nurse and Hospice's - 

House Calls 

8:30 PM - Around BCC 

11:00 PM-30 Odd 

Minutes 

11:30 PM - Paranormal 
Generation 

Midnight - Friday Night 
at the Drive-in - Midnight 
Movies 

Saturday December 31 ^ 
2011 

7:00 AM - Classic Cartoon 
Festival 

8:30 AM - Peek-a-boo 
Turtle 



9:30 AM -NASA 360 
10:30 PM-Go Fish -With 
Danny Kenney 
1 1 :00 AM - Kids a Cookin' 
11:30 AM -ORCTV 
Holiday 2011 Greetings 
2:00 PM -Around BCC 
2:30 PM - 30 Odd Minutes 
3:00 PM - Paranormal 
Generation 

3:30 PM - The Wanderer 
Presents 

4:00 PM - Neighbor to 
Neighbor with Don Cuddy 
5:00 PM - The City of New 
Bedford's Arts & Culture 
Show 

5:30 PM - Emily's Garden 

6:30 PM - Upper Cape 

Tech Careers 

7:00 PM - Reeling - The 

Movie Review Show 

7:30 PM - The Cooking 

Hour 

8:30 PM - The Jazz Room 
Live 

9:00 PM - Penny 
Dreadful's Shilling 
Shockers 

11:00 PM - Alternative 
Root TV 

Midnight - Penny 
Dreadful's Shilling 
Shockers 

2:00 AM - The Dungeon 
of Dreck 

MARION GOVERNMENT 
Comcast Channel 95 
Verizon Channel 39 
Daily Schedule 

8:00 AM - Marion School 
Committee 

11:00 AM - Latest Planning 

Board Meeting 

1 :00 PM - Latest Board of 

Selectmen Meeting 

4:00 PM - Marion School 

Committee 

6:30 PM - Latest Board of 
Selectmen Meeting 
9:00 PM - Latest Planning 
Board Meeting 

ROCHESTER GOVERN- 
MENT 

Comcast Channel 95 
Verizon Channel 40 
Daily Schedule 

8:00 AM - Rochester 
School Committee 
11:00 AM - Latest Planning 
Board Meeting 



1 :30 PM - Latest Board of 
Selectmen Meeting 
3:15 PM - Rochester 
School Committee 
6:30 PM - Latest Board of 
Selectmen Meeting 
8:30 PM - Latest Planning 
Board Meeting 

EDUCATION CHANNEL 
Comcast Channel 18 
Verizon Channel 37 
Daily Schedule 

8:30 AM - Mattapoisett 
School Committee - 
Education Matters 
9:00 AM - Sippican School 

- Principal's Tea - October 
26, 2011 

9:45 AM -2011 ORRHS 
John and Abigail Adams 
Scholarship Recipients 
10:00 AM -ORRHS 2011 
Holiday Concert 
11:00 AM -The Golden 
Age of Television 
12:30 PM - Upper Cape 
Tech Presents - Careers 
1:00 PM- ORRHS -2011 
Bulldog Dash 
3:00 PM- ORRHS 2011 
Holiday Concert 
4:00 PM - ORRHS - Video 
Journalism Class Projects 

- 'PSAs' 

4:45 PM-2011 ORRHS 
John and Abigail Adams 
Scholarship Recipients 
5:00 PM - Upper Cape 
Tech Presents - Careers 
6:00 PM- ORRHS -2011 
Bulldog Dash 
6:30 PM-The Golden 
Age of Television 
7:45 PM-2011 ORRHS 
John and Abigail Adams 
Scholarship Recipients 
8:00 PM - ORRHS - 
Video Journalism Class 
Projects - 'Student PSAs' 
8:30 PM - Mattapoisett 
School Committee - 
Education Matters 
9:00 PM- ORRHS 2011 
Holiday Concert 

MATTAPOISETT GOV- 
ERNMENT 

Comcast Channel 95 
Verizon Channel 38 
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of every month the Marion CO A sponsors a different 
speaker. All talks are held at 1:00 pm at the Marion Police 
Station. Pre-registration is not needed and this is a free 
event. Topics are: 

• January 4 - How to protect your nest egg. 

• February 1 - When Love is Not Enough - Dos 
and don'ts when communicating with Alzheimer's 
patients. 

Mattapoisett Tax Collector News 

The Town of Mattapoisett is pleased to offer the 
option of paying for water / sewer bills and property and 
excise taxes with a credit card at the Collector's Office 
counter. The new credit card reader service is being 
offered in conjunction with the Town's third-party vendor 
for online eBill payment services. Bill payers who use the 
new secure in-office credit card swiper service will be 
charged a convenience fee of approximately three percent 
of the total bill, and will be informed of the exact amount 
before the transaction is completed. The "Swiper" can be 
used for paying with Visa, MasterCard, American Express 
and Discover credit cards. The Town is looking to expand 
this service, as well as the online bill payment service, to 
include other town departmental bills in the future. 

Free Self-Defense Classes for Women 

Rochester Police Press Release 
The Rochester Police Department will offer 




Dog Grooming <& Pet Sitting Services 

Located in Fairhaven, your dog will enjoy the quiet setting 
of our intimate salon. We groom dogs big and small. Ask 
about our essential oils spa treatment. A natural way to 
keep your dog's coat smelling clean and shiny! Planning on 
going out to town? Your dog can enjoy staying at home in 
his familiar surroundings with our pet sitting service. 
Call 508.728.9980 or email michelle@gofetchtreats.com 



self-defense classes for women 14 years and older on 
December 28 and January 4 from 6:00 to 9:00 pm, January 
7 from 9:00 to noon and January 7 from 1:00 to 4:00 pm. 
This four-part course is offered at Old Colony Regional 
Vocational High School, 476 North Avenue, Rochester. 

This is a free program for Tri-Town women. Call 
the Rochester Police at 508-763-5112 ext. 109 to register. 

Rape Aggression Defense (RAD) System is a 
12-hour program of realistic, self-defense tactics and 
techniques. It is a comprehensive course for women that 
begins with awareness, prevention, risk reduction and 
avoidance, while progressing on to the basics of hands-on 
defense training. 

RAD is not a martial arts program. Courses are 



I 



30% OFF 

S T 'O R E W I D E 

LAST MINUTE SHOPPING: 

MONDAY DEC 1 9TH - FRIDAY DEC 23RD • OPEN TIL 7:00PlVI 
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Year in Review 






By Rob Gonsalves 
www.robsmovievault.com 



Things don't change much. If you look at 
the top ten box-office winners from ten years ago, it 
doesn't look a lot different from 2011's list. A Harry 
Potter film tops both lists — in 2001 it was the first 
one, this year it was the last. There's a Planet of the 
Apes film on both, which means that Tim Burton's 
2001 attempt was so disliked (I liked it, though) that 
it took a decade to make another. And a fine film it 
was, too — Rise of the Planet of the Apes was a sur- 
prise critical favorite as well as a surprise hit, with 
visual effects on a level that, in 2001, was only start- 
ing to be possible. 

Most of the top-ten list for 2011 is taken up 
by sequels; the two exceptions, Thor and Captain 
America, were comic-book flicks. From this you 
might gather that there's no audience any more for 
original films for adults. But keep an eye on that 
often-overlooked female demographic. Two surprise 
smashes that just missed the list: The Help and Brides- 
maids. Whatever their individual qualities, they in- 
dicate a large and hungry audience for stories about 
women — and not just the usual romantic comedies 
starring Sarah Jessica Parker (or teenage fables about 
undying love with a sparkly vampire). 

Most of the films I liked in 2011 either never 
came to a theater near you or arrived with plenty of 
critical poison warning you away. I'll be the con- 
trarian and note that Sucker Punch was the most 
ambitious — certainly the most visually ambitious 
— American film to get a wide release in theaters 
this year. It got a bad rap from critics who treated it 
as just another hunk of Comic-Con fanboy bait, but 
there's a lot more going on in it than meets the eye. 
Here's hoping it gains a cult on DVD and Blu-ray. 
I also enjoyed Lars von Trier's Melancholia, Lynne 
Ramsay's We Need to Talk About Kevin (although 



"enjoyed" is perhaps not the word for that bleak 
drama), Kevin Smith's flawed but (again) ambitious 
Red State, and the aforementioned Bridesmaids, un- 
questionably the adult American comedy of the year. 
Among guilty pleasures. Drive Angry and Hoho with 
a Shotgun brought some much-needed grindhouse 
flavor back to movies. 

If you're tired of comic-book flicks, you're 
out of luck next summer, which brings three of the 
most hotly-awaited ones: The Avengers, The Amazing 
Spider-Man, and The Dark Knight Rises. If any of them 
go down in flames, that might be the end of super- 
heroes at the cineplex for a while, especially since 
they're starting to run out of comic books to adapt. 
Harry Potter is over and gone, but there's still one 
more Twilight sequel to go, and The Hunger Games is 
poised to take over the young-adult demographic. 
The first of two Hobbit films arrives next Christmas, 
as does Quentin Tarantino's next film, Django Un- 
chained, the movie I'm most looking forward to in 
2012. Oh, and 3D isn't going away any time soon. 
Aside from the new blockbusters coming out in the 
stupid-glasses format, at least two past blockbusters 
— Star Wars Episode I: The Phantom Menace and James 
Cameron's Titanic — will be reissued in three dimen- 
sions. 

Oh, yes, there'll be more sequels and re- 
makes, too, and seemingly every month will bring 
yet another sub-Pixar computer-animated kiddie 
flick that parents will have to suffer through. Is 
there any hope for 2012? Well, sure. As I say, there 
are always surprises. We know what the big mov- 
ies next year are supposed to be, but we won't know 
what they actually are until they get here. Who knew 
last December that Bridesmaids would end up one of 
the biggest R-rated comedies of all time? Even Bad 
Teacher, which I hated, cracked $100 million. Again, 
you gotta watch those women in the under-served 
25-50 demographic. They want something other than 
Green Lantern and Hangover 2 and Transformers and 
87 cutesy-poo cartoons every year. And Hollywood, 
if there are any working brains out there at all, will 
start giving it to them. 
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taught by Rochester Police Officers Robert Small and 
Elizabeth Rich who are certified RAD instructors. The 
RAD System of Physical Defense is currently being taught 
at many Police Departments, Colleges, and Universities. 
The growing, widespread acceptance of this system is 
primarily due to the ease, simplicity and effectiveness 
of its tactics, solid research, and unique teaching 
methodology. 

The RAD Systems is dedicated to teaching 
women defensive concepts and techniques against 
various types of assault, by utilizing easy, effective and 
proven self-defense tactics. The system of realistic defense 
will provide a woman with the knowledge to make an 
educated decision about resistance. 

Session 1 - Utilizing the RAD student manual, 
students will be involved in a discussion of risk reduction 
strategies, date rape, continuum of survival, defensive 
strategies and the basic principles of defense. 

Session 2 - Participating students will begin 
the process of hands on training, discuss the pros and 
cons of defensive weaponry, how to develop a defensive 
mindset, understanding offensive and defensive postures, 
recognizing vulnerable locations and utilizing personal 
weapons. 

Session 3 - Participating students will continue 
the process of hands on training. The techniques utilized 
by RAD Systems are based on simple gross motor 
skills and are developed to the point that they become 
instinctual through repetition. Students will have the 
opportunity to use these techniques in dynamic impact 
training by striking padded equipment held by the 
instructors. All techniques target a single attacker. 

Session 4 - Students will then participate in 
"simulated assault'' scenarios with RAD instructors, who 
along with participants, wear state-of-the-art protective 
gear specifically designed for this training. Women have 
the opportunity to utilize their skills in a safe training 
environment. 

BoxTops for Education 

Please help support the Center School and save 
your BoxTops and Campbell's soup labels. Funding 



We keep your property safe and looking good 

Locally Owned and Operated 
WW w.beavertree works . com 
LARGE/DIFFICULT TREE REMOVAL 
Stump Grinding • Pruning • Landscaping 
Clearing • Firewood • Certified Arborist 




Insured 

Free Estimates ^ 



508-763-5008 



Satisfaction Guaranteed 



Now accepting all 
major credit cards. 




Leave it to Beaver 



Make Your Home 

SPARKLE 

for the 
Holidays! 





Michelle Nicolosi 



774 •263 •5274 

Free Consultations 



Volvo, Saab 
& Mercedes 

Check Engine Light/ 
Diagnostic Interface 
up through '09 models 

O'Gara's 
Auto Service, Inc. 



TOWING AVAILABLE 



I Hours: Mon.-Sat. 8-5 I 



(508) 748-1951 



V828 Point Road, Marion J 
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MARION 

Log highlights Dec. 12 to 19 

• Barros Drive - Building Check 

• Hiller St - Parking Violation 

• Pumping Station Rd - Welfare Check 

• Delano Rd - Suspicious Vehicle 

• Wareham Rd - Medical Emergency 

• Barros Dr - Paper Service 

• Jenney Dr - Burglar Alarm 

• Pumping Station Rd - Larceny 

• Mill St - Suspicious Vehicle 

• Pleasant St - Animal Complaint 

• Converse Rd - Vehicle Stop 

• Washburn Park - Suspicious Vehicle 

• Front St - Found Property 

• Cove Cir - Medical Emergency 

• Nokomis Rd - Welfare Check 

• Wareham Rd - Vehicle Stop 

• Front St - Building Check 

• Wareham - EMS Mutual Aid 

• Dexter Rd - Officer Wanted 

• Front St - Car Accident 

• Point Rd - Suspicious Vehicle 

• County Rd - Lockout 

• Moorings Rd - Fire Alarm 

• Wareham Rd - Disabled Vehicle 

• Point Rd - Arrest, OUI 

• Spring St - Disturbance 

• Wareham Rd - Arrest, OUI 

• Dexter Rd - Disturbance 



For a full PDF of the three town's 




MATTAPOISETT 

Log highlights Dec. 12 to 19 

• North St - Vehicle Violations 

• Ned's Point - Drugs/Narcotics 

• Melissa Anne Ln - Gunshots Reported 

• Sconticut Neck - Amb. Mutual Aid 

• Brandt Island Shores - Burglar Alarm 

• North St - Vandalism 

• Fairhaven Rd - Vandalism 

• County Rd - Property Returned 

• County Rd - Drugs/Narcotics 

• Hammond St - Fire 

• Main St - Animal Control 

• Acushnet Rd - Car Accident 

• North St - Vehicle Violations 

• County Rd - Disturbance 

• Fairhaven Rd - Car Accident 

• Randall Rd - Suspicious Vehicle 

• North St - Car Accident 

• Brandt Island Rd - Vandalism 

• Baptist St - Disturbance 

• Front St , Marion- Domestic Disturbance 
•Main St -911 Hang-up 

• Fairhaven Rd - Car Accident 

• Fairhaven Rd - Vehicle Violations 

• Marion Rd - Vehicle Violations 

• Reservation Rd - General Services 

• Mattapoisett Neck Rd - Burglar Alarm 

• Maplewood St - Larceny 

• Shaw St - Animal Control 

• Aucoot Rd - Suspicious Vehicle 

police logs from the past weeky including arrest 



ROCHESTER 

Log highlights Dec. 12 to 19 

• Cranberry Highway - Area Check 

• Cranberry Highway - Erratic Operation 

• Cross Rd - Traffic Hazard 

• Haskell Ridge Rd - Animal Control 
•High St-B&E 

• Pine St - Fire Alarm 

• Walnut Plain Rd - Burglar Alarm 

• Snipatuit Rd - Animal Control 

• North Ave - Animal Control 

• Marion Rd - Officer Wanted 

• Nathaniel's Dr - Area Check 

• Rounseville Rd - Building Check 

• Taber Ln - Larceny 

• Porter Rd - Animal Control 

• Neck Rd - Suspicious Vehicle 

• Rounseville Rd - Animal Control 

• Mary's Pond Rd - Animal Control 

• Cushman Rd - Animal Control 

• Burgess Ave - Brush Fire 

• Hartley Rd - Restraining Order Service 

• Vaughan Hill Rd - Car Fire 

• Stuart Rd - Burglar Alarm 

• Noble Rd - Traffic Hazard 

• North Ave - Ambulance Request 

• North Ave - Lockout 

• Mendell Rd - Suspicious Activity 

• Mattapoisett Rd - Warrant Arrest 

• North Ave - Disabled Vehicle 

• County Rd - Auto Fire 
reports, visit www.Wanderer.com. 





COASTLINE ELDERLY 
NUTRITION PROGRAM 

Monday, December 26: CLOSED. 
Tuesday, December 27: Chicken 
Teriyaki, Asian rice. Oriental blend 
vegetables, whole wheat roll, pineapple. 
Wednesday, December 28: Meadoaf, 
gravy mashed potatoes, mixed 
vegetables, sliced bread, birthday cake, 
diet: graham waffle. 
Thursday, December 29: Breaded 
chicken sandwich, Italian pasta, Roman 
blend vegetable, hamburger roll, pears. 
Friday, December 30: Shrimp & Fish 
Newburg, buttered noodles, Scandinavian 
blend vegetables, multi grain roll, fresh 
fruit. 

Monday, January 2: CLOSED. 
Tuesday, January 3: Cheese lasagna 
w/ tomato veggie sauce, Itahan blend 
vegetables, whole wheat rofl, chifled 
fruit. 

Wednesday, January 4: Greek meatbafls, 
confetti rice, green beans, wheat bread, 
fruited jeflo. 

Thursday, January 5: Roast turkey w/ 
gravy, cranberry sauce, winter squash, 
whipped potatoes, whole wheat bread, 
brownie, diet: cookie. 
Friday, January 6: Chicken tetrazzini. 



country blend vegetables, dinner roll, 
fresh fruit. 

MATTAPOISETT 
ELEMENTARY CENTER 

Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Toasted cheese 
sandwich, tomato soup, carrots sticks, 
fruit, milk. 

Wednesday, January 4: Stuffed crust 
pizza, steamed peas, fruit, milk. 
Thursday, January 5: Chicken 
nuggets w/ assorted dipping sauces, 
pasta & veggie salad, warm cinnamon 
applesauce, fruit, milk. 
Friday, January 6: Beef tacos w/ cheese, 
lettuce, tomato & salsa, steamed com, 
warm tortilla chips, fruit, milk. 
OLD HAMMONDTOWN 
Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Toasted cheese 
sandwich, tomato soup, carrots sticks, 
fruit, milk. 

Wednesday, January 4: Stuffed crust 
pizza, steamed peas, fruit, milk. 
Thursday, January 5: Chicken 
nuggets w/ assorted dipping sauces, 
pasta & veggie salad, warm cinnamon 
applesauce, fruit, milk. 
Friday, January 6: Beef tacos w/ cheese. 



lettuce, tomato & salsa, steamed corn, 
rice, fruit, milk. 

OLD ROCHESTER REGIONAL 
JUNIOR & SENIOR HIGH 

Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Toasted cheese or 
ham & cheese sandwich, chicken noodle 
soup, carrot sticks, fresh fruit, milk. 
Wednesday, January 4: BBQ pork rib 
sandwich, oven roasted potato wedges, 
steamed peas, fresh fruit, milk. 
Thursday, January 5: Meatbafls, pizza, 
cheese breadstick w/ homemade sauce, 
ceasar salad, fresh fruit, milk. 
Friday, January 6: Beef tacos w/ cheese, 
lettuce, tomato & salsa, steamed corn, 
warm tortilla chips, fresh fruit, milk. 

ROCHESTER MEMORIAL 

Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Toasted cheese or 
ham & cheese sandwich, chicken noodle 
soup, carrot sticks, fruit, milk. 
Wednesday, January 4: Stuffed crust 
pizza, steamed peas, fruit, milk. 
Thursday, January 5: Meatbafls, stuffed 
shells, mozzarella sticks w/ homemade 
sauce, ceasar salad, fruit, milk. 
Friday, January 6: Beef tacos w/ cheese. 



lettuce, tomato & salsa, steamed corn, 
Spanish rice, fruit, milk. 

SIPPICAN SCHOOL, MARION 

Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Toasted cheese or 
ham & cheese sandwich, chicken noodle 
soup, carrot sticks, fruit, milk. 
Wednesday, January 4: Stuffed crust 
pizza, steamed peas, fruit, milk. 
Thursday, January 5: Meatballs, stuffed 
shells, mozzarella sticks w/ homemade 
sauce, ceasar salad, fruit, milk. 
Friday, January 6: Beef tacos w/ cheese, 
lettuce, tomato & salsa, steamed corn, 
warm tortflla chips, fruit, milk. 

OLD COLONY REGIONAL 
VOCATIONAL HIGH 

Monday, January 2: NO SCHOOL. 
Tuesday, January 3: Asian chicken bowl 
w/ broccofl, rice, peaches. 
Wednesday, January 4: Steak sub 
w/ peppers & onions, fries, carrots, 
applesauce. 

Thursday, January 5: American Chop 
Suey, green beans, bread sticks, pears. 
Friday, January 6: Chicken patty, salad, 
pasta salad, fruit. 
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from these products helps pay for transportation to 
field trips and recess equipment. Community collection 
boxes for the BoxTops and soup labels are located at 
the Mattapoisett Town Hall, the children's room of the 
Mattapoisett Free Public Library, and the Mattapoisett 
Senior Center in the Center School on Barstow Street. 
Thank you for supporting your local school! 

Marion Senior Fuel Assistance 

If you are an elder and live in the communities 
of Marion, Mattapoisett, or Rochester, and are having 
difficulty paying for fuel this season. Coastline Elderly 
Services may be able to help you with a one-time payment 
for fuel assistance. 

This program will benefit elders 60 years of age or 
older who live on fixed incomes. 

Fuel assistance may be provided for oil, gas, 
electric, propane, or other fuels. Contact the Marion 
Council on Aging at 508-748-3570 for details. 

From the Mattapoisett Town Clerk 

• Dog Licensing - If your dog has not been 
licensed for 2011, please do so as soon as possible. The 
second late fee of $20 is now in effect. If your dog is male/ 
female the fee is now $32, if your dog has been spayed / 
neutered the fee is now $29, this includes the $20 late fee. 
Current rabies certificate must be on file before a license 
can be issued. 

• Mooring Inspections - If your mooring number 
is preceded by a letter (A-H), you should have received a 
letter and a mooring inspection form in the mail. The form 
must be on file in the Town Clerk's office before your 2012 
payment will be accepted. Please be sure the form has 
been signed and dated before returning it. If per chance 
you did not receive this letter and form, please call the 
Clerk's office and one will be sent to you or if able, stop 
by and pick up the form. 

• 2012 Presidential Election Year - College 
Students - Absentee ballot applications are available in 
the Town Clerk's Office. As soon as college students know 
their college address, they should stop by and fill in an 
application so that we can send them a ballot as soon as 




unlimited 

New England's Premier Special Event 
Rental Connpany 

A perfect fit for any holiday party! 

Contact Becky Nye to set up 
an appointment today, 
p: 508789,6687 
e: bnye@rentals-unlimited,net 




they are available in 2012. A parent may also file this form 
for them. Ballots cannot be picked up (unless you are 
voting in person, here in the office) - they must be mailed. 
All instructions will be sent with the ballot. A parent or 
immediate family member may return the ballot to us, 
but it must be sent via the mail. If you have any question 
please call the Town Clerk's Office at 508-758-4103 ext. 2. 

Lions Pledge to Plant Trees 

The Mattapoisett Lions Club is inviting all 
community residents to indicate their interest in 
supporting a joint Lions and Boy Scout Troop 53 tree 
planting project. This event is part of the Lions Clubs 
International Million Tree Planting Campaign, a global 
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Super Crossword 



ROSE GARDEN 



ACROSS 

1 "— it the 

truth?" 
5 Restrain 
10 Conduit 

fittings 
1 4 Active 
volcano 

18 "The Green 
— " ('56 hit) 

19 Victorian 
ornannent 

20 Rachel's 
sister 

21 TV's 
"The 

Wonder — " 
23 Guns n' 
Roses hit 

26 — nous 

27 Soprano 
Gluck 

28 a day's 
work" 

29 Sleuth Nancy 

31 Herriman's 
■'Krazy ~" 

32 Mythical 
monster 

34 In flight 

37 Adjective 
suffix 

38 One of 
"The Three 
Tenors" 

43 Rock's — & 
the Gang 

44 Pine 

46 Kimono cum- 
mertund 

47 Interrogates 
49 Cranny's 

companion 
51 Toomey or 
Philbin 



54 Rose 
Nylund's 
portrayer 

58 Okefenokee, 
for one 

61 Skin 
problem 

62 Irwin of "The 
Crocodile 
Hunter" 

63 78 Peace 
Nobelist 

65 Pestiferous 
person 

67 Unmatched 

68 Went like 
hotcakes 

71 Apprehend 

72 Cumin or 
coriander 

73 Stretch the 
truth 

74 Health 
concern 

77 Billy Rose 
song 

80 Organ of 
equilibrium 

81 Poetic pot 

82 Reference 
volume 

83 Patriotic 
org. 

84 Prepare 
prunes 

86 Bar supply 

87 Linguist 
Chomsky 

88 Scope 
90 Unbroken 
94 "Divine 

Comedy" 
figure 
96 Caroline 
Ted 



to 



98 'The Name 
of the Rose" 
author 
101 Send the 

money 
103 Salt sen/ing 
105— Alto, CA 

106 Dover's st. 

107 Fight site 
110 Temporary 

wealth? 
112 Butcher's 

offering 
115 "The — and 

I" ('47 film) 
117 "Fait — " 

119 Ending for 
"auction" 

120 Sought office 

121 Penny or 
peseta 

122 Wrong 
126 Architect 

Saarinen 
129 Conductor 

Seiji 
131 Rose 

McGowan 

movie 

136 Murcia mister 

137 Take — the 
chin 

138 Spring for 

139 Actress 
Ward 

140 Live on 
lettuce 

141 Bean on the 
bean 

142 Hope's "The 
Prisoner of 

143 North 
Carolina 
campus 



DOWN 

1 Pitches 

2 Where the 
tall corn 
grows 

3 Gallagher 
of Oasis 

4 Aftershock 

5 New Deal 
agcy, 

6 "Very funny!" 

7 Runner 
Zatopek 

8 Room with- 
out a view? 

9 Alaskan 
bear 

10 Shady 
character? 

11 Wahine's 
wreath 

12 Joe of "Dr. 
Quinn" 

13 '62 Four 
Seasons hit 

14 Glasses 

15 Dress size 

16 "Ramblin' 
Rose" singer 

17 Stage 
backdrop 

22 Clockmaker 
Thomas 

24 Grocer's 
measure 

25 Tearjerker? 
30 Vane letters 
33 Gullet 

35 Perch 

36 Run through 

38 Male swans 

39 Help a hood 

40 Formal 
ceremony 

41 — blond 



42 Goes down- 
hill fast? 

45 Stephen of 
"Interview 
with the 
Vampire" 

48 Loses a lap 

50 Phi Beta — 

52 79 Down's 
homeland 

53 Passover 
meal 

55 Watching 
machines? 

56 Petty officer 

57 Dairy-case 
purchase 

59 "Upstairs, 
Downstairs" 
extras 

60 Ornamental 
loop 

64 Gulf 
66 Most revo- 
lutionary 

69 Divulge 

70 — Lama 
72 Cocktail 

ingredient 

74 It makes 
candy dandy 

75 Austen title 
start 

76 "The Rose 
Tattoo" 
actress 

78 Christened 

79 "Elephant 
Boy" star 

85 Wine and 
dine 

88 Moral man? 

89 Stowe sight 
91 A swan was 

her swain 



92 Summer- 
time treats 

93 Lamebrain 
95 Russian 

space station 
97 Tranquil 
99 Lilly of 
pharmaceu- 
ticals 

100 Morning 
wear 

102 4 p.m. 
vehicle? 

104 Muslim 
dietary term 

108 Sgt or cpl. 

109 Like lemons 
111 WWII 

admiral 

113 Shorten a 
sail 

114 Threat words 

115 Desire 
deified 

116 Looked 
longingly 

118 — a 

customer 

123 Concerning 

124 Lightweight 
gun 

125 Large 
herring 

127 Whirl 

128 Christiania, 
today 

130 Affliction 

132 Wolfram — 
Eschenbach 

133 Squid's 
squirt 

134 "Wings" 
abbr. 

135 Solo of 
"Star Wars" 
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SALOME'S STARS 



ARIES (March 21 to April 19) I know, dear 
Lamb, that you don't like anyone trying to take 
charge of one of your projects, but try to be a 
bit more flexible. A new idea could help hasten 
a positive result. 

TAURUS (April 20 to May 20) I'm sure, like 
the time-thrifty Taurus that you are, that you've 
done much of your holiday shopping. But don't 
relax yet. Wrap those gifts now to save yourself 
lots of unwanted pressure. 
GEMINI (May 21 to June 20) Be receptive 
when a family member or friend asks to confide 
in you. Your positive reaction could ensure that 
he or she will have a happy holiday experience. 
CANCER (June 21 to July 22) Don't be rushed 
into wrapping up that workplace problem. 
Consider leaving it until after the hoHdays. This 
way you'll have the facts you need to reach the 
right resolution. 

LEO (July 23 to August 22) You'll get news 
that will make you glow brighter than the lights 
of the holiday season. Be sure to use what you 
learn both carefully and kindly, to avoid giving 
the wrong impression. 
VIRGO (August 23 to September 22) That 
frayed relationship could be mended in time for 
the holidays if you were more flexible. Give a 
Httle, and you could get back a lot more than 
you imagined. 

LIBRA (September 23 to October 22) Things 
might not seem to be settling down as quickly 
as you would prefer. But it might be just a little 
holiday time flutter. You'll soon get news that 
will lead to more stability. 
SCORPIO (October 23 to November 21) Stop 
getting so involved in everyone's personal 
problems that you lose precious time with 
loved ones. Remember, even the Supreme 
Court closes for the hoHdays. 
SAGITTARIUS (November 22 to December 
21) All signs point to a bright holiday, with 
all of those pesky problems finally resolved in 
your favor. Share the good times with people 
you love and, of course, who love you. 
CAPRICORN (December 22 to January 19) 
Your plans should not be set in stone and ce- 
mented over. Leave some openings in case you 
need to make changes. Spend the holidays with 
your nearest and dearest. 
AQUARIUS (January 20 to February 18) Sur- 
prise! This holiday finds you on the receiving 
end of the generosity of those who are usually 
the recipients of so much that you give so 
freely and lovingly. 

PISCES (February 19 to March 20) That piece 
of good news assures that you'll be swimming 
in clearer, calmer waters this holiday season. 
There might be a storm or two ahead, but you'll 
weather it all in fine style. 
BORN THIS WEEK: You have a flair for see- 
ing things as you'd like them to be, as well as a 
gift for turning your perceptions into reality. 

(c) 2011 King Features Synd., Inc. 
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NAPA Tools... Great Gifts! 



$10 



99 




2 Main Street, Acushnet 
508-995-6272 

GIFTS UNDER $20 



^^^^^^^ 




campaign taking place from July 2011 to June 2012 
that focuses on caring for the environment and our 
communities through tree planting. 

Lions clubs are groups of men and women who 
identify needs within the community and work together 
to fulfill those needs. For more information or to get 
involved with the Mattapoisett Lions Club, please contact 
Don Correia at 508-758-4738 or e-mail drtire@aol.com or 
visit www. mattapoisett lionsclub.org. 

In addition to its efforts toward conquering 
blindness. Lions Clubs International makes a strong 
commitment to community service and helping youth 
throughout the world. It works to empower volunteers 
to serve their communities, meet humanitarian 
needs, encourage peace and promote international 
understanding through Lions clubs around the world. It 
has more than 1.35 million members in 206 countries. To 
learn more about Lions Clubs International, visit www. 
lionsclubs.org. 

50th Tri-County Symphonic Band Season 

The 2011 / 2012 concert season, the Tri-County 
Symphonic Band's 50th, brings the organization back to 
its roots with all three former Music Directors returning 
to the stage. Great music, superb musicians and a 
wonderfully supportive audience is the right combination 
for this celebratory year. Please come and share in the 
"Tri-County experience'' that has thrilled audiences for 




over 50 years. 

• February 5, 2012, "Suites and Sweets" - Former 
Music Director Daniel Lasdow will conduct a concert of 
suites and other pieces for concert band. Current Music 
Director and euphonium player Philip Sanborn will be 
the featured soloist. 

• March 18, 2012, "German Gems" - Original 
compositions for band by former Music Director George 
Dietzler will be framed by transcriptions from the 
German masters. Violinist Jesse Holstein will be the 
featured soloist. 

• June 17, 2012, "Three Generations of Disney" 
- The 10th Annual Benefit Pops Concert will be held at 
Tabor Academy, in a grand tent, and highlight the three 

i 




Happy Holidays 
from 
Bob & Debra 




ROBERTDUfF.COM 

508 993 3200 enlise^llery 
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LEGAL NOTICES 



LEGAL NOTICES 



CLASSIFIED ADVERTISEMENTS 



TOWN OF MARION 
BOARD OF APPEALS 
LEGAL NOTICE 
CASE #653 

The Marion Zoning Board of Appeals 
will hold a public hearing at 7:30 p.m. on Thurs- 
day, January 12, 2012 in the Main Conference 
Room of the Marion Town House, on the applica- 
tion of Douglas and Joanne Watson for a Special 
Permit under section 6.1.3 of the zoning by-law to 
allow reconstruction and extension of an existing 
non- conforming structure, including the removal 
and replacement of an existing structure. 

The property, located at 32 Oakdale 
Avenue, is further identified on Assessors' Plan 12 
as Lot 20A. 

Zoning Board of Appeals 

Robert D. Wedge, Chairman 12/15, 12/22, 1/05 



TOWN OF ROCHESTER 
BOARD OF APPEALS 
NOTICE OF PUBLIC HEARING 
#10011 

The Rochester Board of Appeals will 
hold a public hearing on the petition of Brian G. 
Reed, 541 North Avenue, Assessors plan 44 lot 32, 
who is seeking an amendment to special permit 
#478, (section VIII.D.9.a.), which allowed a two 
family dwelling unit. The public hearing will be 
held on Thursday, January 12, 2012, 7:30 p.m. in 
the Town Hall Conference Room. 
Richard D. Cutler, Chairman 12/22, 01/05 



TOWN OF ROCHESTER 
CONSERVATION COMMISSION & TOWN 
FOREST COMMITTEE 
NOTICE OF PUBLIC HEARING 

A public hearing will be held on Tues- 
day, January 3, 2012 at 7:00 p.m. in the Town Hall 
Conference Room regarding a Notice of Intent filed 
by Eduardo M. & Maria H. Gouveia for prop- 
erty located at 31 Edwards Lane, Rochester, MA 
02770. The appHcant proposes to construct a 24' 
X 24' garage within the 100-foot Buffer Zone to a 
Bordering Vegetated Wetland. 

The subject property is designated as 
Lot # 17N on Assessors' Map # 35. The prop- 
erty owner of record is Eduardo M. & Maria H. 
Gouveia, 31 Edwards Lane, Rochester, MA 02770. 
The applicant's representative is Kevin W. Forgue 
of G.A.F. Engineering, Inc. This hearing is being 
held under the Massachusetts Wetland Protection 
Act, MGL Ch. 131, Section 40 and the Town of 
Rochester Wetland Protection By-Law. 
Rosemary T. Smith, Chairperson 12/22 



NOTICE OF LIEN & FORECLOSURE 
EXTRA SPACE STORAGE 
1640 Hartford Ave. 
Johnston, RI 02919 

This demand for cash payment or certi- 
fied funds payment is made relative to the follow- 
ing: A6 Jason OConnell $1,014. 

You must pay the balance due by Janu- 
ary 1st, 2012. Additional costs will be incurred 
if payment is further delayed. Should you fail to 
comply, an owner's lien will be imposed and the 
property you stored with us and will be advertised 
for sale and sold at public auction on January 25, 
2012. Such auction will be held at the address 
shown above to satisfy our lien. 12/22, 01/05, 
01/12 



Weekly SUDOKU 



by Linda Thistle 
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Place a number in the empty boxes in such a way 
that each row across, each column down and 
each small 9-box square contains all of the 
numbers from one to nine. 



DIFFICULTY THIS WEEK: ★ 



* Moderate Challenging 
★ HOO BOY! 

© 2011 King Features Synd., Inc. 



WINTER RENTALS 
Marion-Bass Point 3BR, super views $1100 
Mattapoisett-rare month to month waterfront, 
2+BR, outstanding views $800 
Mattapoisett-IBR, w/loft, super views $800 
Mattapoisett-3BR, waterfront $1300 
YEAR ROUND RENTALS 
Marion-newly painted apt. new kitchen 1+BR, 
on 18 acres electric incl $1250 
Marion-l+BR, very private $850 
Race Real Estate 508-748-0479 or 508-536-1192 
www.racereonline.com 

YOUR HOUSEKEEPER 

Residential, Cottage, and Office Cleaning 
Bonded and Insured 
508-207-6362 or 508-994-2711 



Place your classified ads 
24 hours a day 
7 days a week 
on-line at 
www.wanderer.com 



Just Like Cats Pogs >vPtv»rF^ 



AHh ££?Z you 1;N0W VOUJI TEAM IS HAVlhJ^ 
AN AS^FUL SEA^OM WHEM VOU ACVJALLV 
LOGIC FOftW^ftb TO THE COW^EftCI^LS, 




A nil) e r W s 



by I>ave I * Phipps 



THC ANIMAL, IN HIS NATURAL 
ENVIRONMENT, WILL HI&EftNATE 
FOR SEVERAL MONTHS 
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AR£ COtiEaiNG CA^B 
OF CAT & DOG RDOD TO 

OFF IorSO& YOU WILL 




generations of music from the world of Walt Disney. Ice 
cream, cupcakes and cappuccino will highlight this festive 
event. 

For more detailed information, please visit: 
TriCountySymphonicBand.org. 

Elizabeth Taber Library 
• Holiday Activities - Tuesday through Saturday, 
December 27 through 31 are drop-in activity days. Create 
holiday crafts and pictures with materials available in the 
Children's Room during regular library hours. 

Saturdays and Sundays during the winter 
are Drop-in Crafts days in the Children's Room at the 
Elizabeth Taber Library. Children of all ages are invited to 
enjoy the activities. 

The Elizabeth Taber Library is located at 8 Spring 
Street in Marion. The phone number is 508-748-1252. 
More program information can be found on the library's 
web site at www.elizabethtaberlibrary.org. 

New Bedford Visitor Center 

New Bedford has a long and fascinating history, 
filled with stories of whalemen going to sea for years a 
time, wives left to run businesses, escaped slaves seeking 
freedom, and a connection to the sea that spans centuries. 
The public is invited to explore this history through free 
guided tours, offered seven days a week, at 10:30 am and 
2:30 pm, leaving from New Bedford Whaling National 

Rent your own private storage space^ 



MATTAPOISETT SELF STORAGE 



Monthly Rentals 
In the Mattapoisett 
Industrial Park 



508-758-4311 



Prices Start ot $47.00 per month 
Size Options : 

Climate Controlled & 5' x 5' 10' x 5' 10' x 15' 10' x 25' 
Standard Units 5' x 10' 10' x 10' 10' x 20' 15' x 15!^ 



www.wanderer.com 




MasterPeace, Inc, 

Home Health Care 

Est. 1992 

Dedication io 
Exceptionai - Personalized 
Care 




Cutby Fnncuzio. Office Mgr. & Maggie Toisnd, Caregiver 

6 County Rd, (Route 6), Mattapoisett 
508-758-3066 
www. MasterPeaceHealth.com 
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CLASSIFIED ADVERTISEMENTS 



No Kidding 

You don't have Daune Smith's Book 

"Your key to Happiness?" 
Also available at Euro & Bookstall 

Office help needed, 24-30 hrs wk 
50 wpm, computer, QuickBooks, phones 
Mattapoisett office, call 758-3758 

PAINTING PLUS! 

Carpentry & Trim & Sidewall Repair 
Interior & Exterior Painting 

38 yrs experience. Lie. 
Call Paul at 508-667-5632 

Penny Pinchers Exchange Consignment 

Designer Labels-Children's and Men's Clothes 

Household & Linens 
Come Shop & Save 39 Main St, Marion Village 
Wed 10-4 -Sat 10-1 

Pet Friendly Single Family Home for rent in East 
Fairhaven. 3 bdrm, Iba, 1700sqft, 3/4 acres, $1600/ 
mo- 1st, last, sec - blbrady@yahoo.com. 

PIANO FOR SALE 

Attractive, well-cared for petite baby grand piano, 
recently tuned. $1550. Call 508-758-2347. 

PORSCHE 911 carrera convertible, maroon with 
beige interior, less than 20K miles meticulous 
$38K 774-930-8698 

PORTRAITS 

Book your date before they're gone, 
www. spring streetphotography. com 
Call 857-488-4425 Fairhaven 



POWER WASHING 

Cleans all types of siding and shingle. 
Also specializing is siding & shingle 
replacements. Free estimates - Insured. 
Michael Clancy 508-758-4392 

SANDPIPER INTERIORS 
CUSTOM WINDOW TREATMENTS 

Drapes, Roman Shades, Balloons 

Designer Valances and more... 
HUNTER DOUGLAS BLINDS 
DESIGNER FABRICS & TRIMS 

Call Jeannette Mello 508-758-4847 

SLASH/BURN FIREWOOD 

OAK & MAPLE DRY HARDWOODS. $2.25 
CU/FT. DEL. CALLED 508-981-5214 



SMALL JOBS 

Drywall and Plaster 
Tom DeCosta 508-789-7543 Lic/Ins 



Snowblower service 
(508)558-0084 
Bob 



SPECIALIZED THERAPEUTIC MASSAGE 

16 Years Experience 
Customized Safe, Professional Massage Therapy 
Complex Medical Conditions, Pregnancy 
General Aches & Pains, Stress Reduction... 
Swedish, Prenatal, Comfort Touch, Reflexology... 
53 County Rd. Call... 758-7900 
By Appointment Mon - Sat 
Day & Eves Gift Certs 



CLASSIFIED ADVERTISEMENTS 



store for Lease: 1500 SF, next to PO, high vis- 
ability and traffic. 
Call: 508-758-9481 



Rt 6 Mattapoisett 
Space for Rent 
1200 sq ft. rent negotiable 
Nice plaza w/ plenty of parking 
DG Service Company 508-958-3746 

STUMP GRINDING 
HEAVY BRUSH MOWING 
BOBCAT LOADER WORK 
EVANGELHO LANDSCAPE.COM 
HAPPY HOLIDAYS 
THANKS 508995-5048 



Sunday River South Ridge Townhouse. 2bd rm 

2 ba, sleeps 6. Ski in-out 17ft fr trail. Gorgeous 
view from all 3 floors. Full kitchen, gas FP. 3 tvs, 

deck. $325/day wknd & holiday; $225/nite/wk 
day. Bonus days! Bruce 508-763-4581 b.linkl® 
verizon.net 

SUPREME CLEANING SERVICE 

You'll Have the Cleanest House 
in Town at Rates YOU Can Afford! 
Nancy 508-644-3404 

TEMPUR-PEDIC MATTRESS SETS 
BEST PRICING ANYWHERE 
BUY LOCAL!! 
Gotta Have It!, Inc. 508-961-0000 

Tired of Looking Out dirty Windows? Windows 
Washed - 7 - days. References. I also do yard 
work. Tel. 508-990-1946 - 508-264-4258 

Trees Cut 
Lawn Service 
Clean Ups - Dump Trips - Mulch 
Heavy brush cutting, chain saw 
Jonathan 508-758-3347 
Cell 508-287-4824 

Two Men and a Dump Truck available for clean- 
ing out yards, houses, barns, attics. Transfer station 
runs, etc. Hedge and Tree Trimming. Call 508-992- 
4021 or cell 508-525-0248. Insured. 

VACATION RENTAL: Marco Island, PL condo 

3 bdrm/3 bath, 7th floor end unit, wrap around 
lanai, fantastic views, on the ocean. Steps to beach 

and pool. Available monthly. For prices/pics 
508.524.9449 or email dzahn9085@yahoo.com 

WANTED DEAD OR ALIVE 

Small farm tractors and attachments 
Louie 508-997-0423 

WINTER IS HERE! 

Driveways and walkways cleared by snowblower. 
Very reasonable rates and dependable service. 
Please caU Artie Plante 508-207-5280 

YARD & LEAF CLEAN UPS 
Serving Marion & Surrounding area's Call 
508-889-1198 
Resonable prices 



HAPPY BIRTHDAY! 

Don't forget to wish these people 

a Happy Birthday! 

Chaunte' L. Gibson December 22 

Elizabeth Milde December 22 

Holly Cardoza December 22 

Victoria Wade December 22 

Aiden Day December 23 

Bob Ball December 23 

Chris Hiller December 23 

Gladys Hartley December 23 

Robert Ball December 23 

Robert L. Mogilnicki December 23 

Stacy Jones December 23 

Stephen Gouin December 23 

Brady G. Gracia December 24 

Nicole Martin December 24 

Zachary Mello December 24 

Jesus Christ December 25 

John Somers December 25 

Dana Dexter December 26 

Eliza Van Voorhis December 26 

Tyler Mourao December 26 

Betsey Oldham December 27 

David Duchaine December 27 

Kate Hughes December 27 

Laurie Chiarito December 27 

Ethan Somers December 28 

Megan Field December 28 

Amber Gilbert December 29 

Christian Pedulli December 30 

Nicole Cameron December 30 

Herb Webb December 3 1 

Karen M. Paquette December 31 

Sheryl Aguiar December 3 1 

Alissa Holt January 1 

Ava Teixera January 1 

Brianna Grignetti January 1 

Kai' Ana M. Perez January 1 

Stephen Arne January 2 

Betsy finch-Kaplan January 3 

Carissa Bailey January 3 

Juliana Nicolosi January 3 

Kathleeen Dunn January 3 

Alexandra Poyant January 4 

Bradley Brackins January 4 

Clint Cooper January 4 

Jennifer J. Scott January 4 

Stephen Hathaway January 4 

If you would like The Wanderer to announce a birthday 
for yourself, a friend or family member, please submit 
your information online to us at www.wanderer.com/birth- 
day. To submit information by regular mail, please send 
the person's name (month and day) along with your name 
and phone number so we can confirm the information to 
Birthdays, c/o The Wanderer, P.O. Box 102, Mattapoisett, 
MA 02739. You may submit birthday announcements 
anytime during the year and they will be published/posted 
during the appropriate week. 
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Shop 
with 
Those 

You 
Know & 
Trust! 




Since 1962 

508-996-3301 

94 State Rd. (Rte. 6), North Dartmouth 



HAPPY 
HOLIDAYS! 

Hours: Monday, Wednesday, 
Friday: 9-6, Tuesday, Thursday 10-8, 

Saturday 9-4 
www.symphonymusicshop.com 



Historical Park's visitor center. 

The center is located at 33 William Street in 
downtown New Bedford. 

Tours will include ''Risks and Rewards of 
Whaling", "Unknown Heroes and Their Secrets: New 
Bedford's Underground Railroad", "New Bedford's 
Working Waterfront: Then and Now", and "Sharing The 
Same Seas: The Uneasy Relationship Between Humans 
and Whales". 

Jen Nersesian, superintendent of New Bedford 
Whaling National Historical Park, said, "Our national 
park is proud to offer these tours to our public. The stories 
of whaling are connected to so many people around the 
world - they are everyone's stories. Our walking tours are 



just one way we connect visitors to this amazing history. 
We especially look forward to seeing folks from New 
Bedford and surrounding towns drop by." 

New Bedford Whaling National Historical Park 
was established by Congress in 1996 to help preserve 
and interpret America's nineteenth century whaling 
industry. The park, which encompasses a 13-block 
National Historic Landmark District, is the only National 
Park Service area addressing the history of the whaling 
industry and its influence on the economic, social, and 
environmental history of the United States. The National 
Park visitor center is located at 33 William Street in 
downtown New Bedford. It is open seven days a week, 
from 9:00 am to 5:00 pm, and offers information, exhibits. 



INSTALLATION OF 
COMPLETE SEPTIC SYSTEMS 
• LEACHING FIELD • REPAIRS 
•PUMPING CELLARS 




Senior 
Citizens 
Discounts 





I ^^^^^^^^^^^^^^^^^^^^^^^ V' » ' 



Rick Chaves 



508 763-2029 



RESIDENTIAL & COMMERCIAL 369 Neck Road, Rochester 



■ i Hi 
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CLASSIFIED ADVERTISEMENTS 



JAMES OIEN - ELECTRICIAN 

Upgrade fuses to breakers, generators wired to 
your house safely, fish in recessed lighting in exist- 
ing ceilings, outlets, tv cable. Old or New work 
508-748-0718 / 508-863-3067 
License #31447E and Fully Insured 
NO JOB TOO SMALL!!! 



January to June 1st Mattapoisett 
Resaonable rent. Cozy 1 bedrm & loft on water. 
Perfect for writer, thinker or pondering on a new 
direction in life. Sorry no pets or smoking. 301- 
831-8658 or 301-237-5219 

J.R. FONTECCHIO CONSTRUCTION 

Complete residential & commercial improve- 
ments & repairs. Framing to custom finish carpen- 
try, punchlist items to structural changes. Over 30 
yrs exp, lie & ins. BBB Member. Please call John 
508-997-0663/508-954-8782 fontecchioconstruc- 
tion @ hotmail .com 

J&R Removal Services 
Basement, Attic, Yard Cleanouts, 
Dump Runs, Brush Removal 
10% Senior Discount 
All Size Loads 
Truck Cell # 508-364-4543 

K W POWERWASHING & PAINTING INTERI- 
OR-EXTERIOR - REFERENCES 

Since 1985 Fully Insured 
CALL KEVIN AT (508) 997-2892 

LAND FOR SALE 
7 or 10 acres $250,000 or a beautiful 
9 3/4 acres on the Mattapoisett River 
$385,000. Call for details. 
FISHER & ROCHA INC. 508-758-6738 

LOCAL CARPENTER seeks your seasonal proj- 
ects. Replacement windows, doors, decks, porches, 
storm doors, skylights, hardwood stairs, storm 
damage repair. Call Paul 508-763-9230 

LOT FOR SALE MATTAPOISETT 

Nice ready to build on .23 acre lot. 
Town sewer, water & betterment paid. $139,000. 
FISHER & ROCHA, INC. 508-758-6738 



MAKE A PERMANENT INVESTMENT IN 
YOURSELF with PERMANENT MAKE-UP 
BY ABOUT FACE. 
WAKE-UP with MAKE-UP every day! 

By appointment only. 508-295-4322. 
FREE CONSULT. Gift Certificates Available 



MARION VILLAGE 

Office space 
823 sq.ft, $800 per/mo. 921 sq. ft. $875, 
or 1421 sq.ft $1300 per/mo. 
All on the ground floor and plenty of parking, call 
FISHER & ROCHA INC. 508-758-6738 



CLASSIFIED ADVERTISEMENTS 



MAKE YOUR DOG A BETTER PET 

at Plymouth County Canine Club's next 8 week 
beginner session starting Friday, Jan. 6, 2012 at 
7PM with Trainer Ed Dupont at Rochester Grange. 
Classes are limited, so call for information and 
to reserve space. 508-763-8471. This course will 
prepare you for Canine Good Citizen (CGC) and 
Therapy Dog (TDI) titles. 
Drop-in advance classes at 8PM 

MATH TUTOR 
Grades 5-10. Specializing in Alegbra 1 and 
Geometry. Retired ORRJHS Math Teacher with 34 
years experience. Tom Grondski 758-6219 



Matt. Center, 2 bedroom, 2nd floor, quiet apt. 
Hardwood floors, off street parking. No smoking. 
Inc. heat & hot water. $l,000/mo. 508-758-2965 

Mattapoisett 
Apartments for rent 

1 and 2 bedroom 
Townhouse style units 

1 bedroom $l,125/month 

2 bedroom $l,250/month 

call 508-509-6975 

Mattapoisett Center 
2 br, 1 ba on harbor. Yr. round or seasonal. 
561-758-5402 or 508-971-2233 

MELINDA EATON 
DRAPERY WORKROOM 

custom home and marine interiors 
blinds, shades, drapes, cushions and more 
508-758-9404 or email maekee@comcast.net 



MIKE'S APPLIANCE - Sales and Service - Ex- 
perienced with all brands. Also available evenings, 
weekends and holidays. 
CaU Mike Healy at (508) 748-2557 

Minature Horse for sale. Brown foal 16 months, the 
perfect gift for Christmas ! Needs room to run and a 
barn to sleep in. Please caU 758-2394 $300.00 

Moving? Two men and clean enclosed truck for 
hire. Licensed and insured local and long distance 
moving. $85./hr. D.RU. #29374. 
(508)992-4021 or cell 508-525-0248 

Need a Plumber? 
Reliable. Reasonable. 
Lic#25805 Joe 508-998-7019 

New York / Washington Tri-Town Meetings 

New York - Wednesday January 4th for 8th grade 

parents / students 6:00 P.M. 
Washington - Wednesday January 4th for 7th grade 
parents / students 7:00 P.M. 

Knights of Columbus Hall Rte 6 Mattapoisett 



NEIGHBORS HELPING N 
Ror i\/latta|30isett 

Volunteers Urgently Needed 

308-"738-41 1 O 




The Wanderer 
Subscription Form 

First Class Mail 

□ One Year $58 

□ 6 Months $29 

Name 



Address . 
City — 
State 



Zip 



Starting Date: 

□ Immediately □ Renewal 

Return completed form to: 
The Wanderer 
RO. Box 102 
55 County Road 
Mattapoisett, MA 02739 

Order on line at: 

www.wanderer.com 



(0 

c 

< 

o 

3 



5 


1 


9 


8 


6 


7 


4 


3 


2 


8 


2 


3 


9 


4 


5 


6 


7 


1 


4 


7 


6 


2 


1 


3 


9 


8 


5 


9 


3 


8 


4 


5 


2 


7 


1 


6 


6 


4 


2 


7 


8 


1 


5 


9 


3 


7 


5 


1 


8 


3 


9 


8 


2 


4 


2 


6 


7 


1 


9 


4 


3 


5 


8 


1 


8 


5 


3 


7 


6 


2 


4 


9 


3 


9 


4 


5 


2 


8 


1 


6 


7 



CROSSWORD SOLUTION 




76 



The Wanderer December 22, 2011 



www.wanderer.com 



Licensed & Insured 508-758-7884 
Bruce Cobb 
CARPENTRY 
Large Projects Smaller Projects 

Standard Projects Odd Projects 



and a free orientation movie every hour on the hour 
from 10:00 am to 3:00 pm. The visitor center is accessible 
to all. Admission is free. For additional information and 
schedules, go to the park website at www.nps.gov/ nebe 
or call 508-996-4095. 

Marion Council on Aging 

• Z Tickets - The Marion Council on Aging has 
discounted tickets to the Zeiterion Theatre. Please call for 
a listing of events and times. 

• YMCA Trips - The Marion Council on Aging 
van is currently providing transportation on Tuesdays 
and Thursdays to the Gleason Family YMCA in Wareham. 
Call the COA for details: 508-748-3570. 

• Donations Needed - The council is seeking 
donations of used eyeglasses for the Lion's Club. A drop 
box is located outside the office door on Spring Street. 

• Grocery Shopping - A change in the grocery 
shopping schedule has occurred. The first and third 
Wednesday of the month the COA will be providing 
transportation to the Wareham area, the first and third 
Wednesdays to Market Basket in New Bedford and the 
alternate Wednesdays to Price Rite. Pick up begins at 
12:45 pm. Passengers must call the office to reserve a spot. 

Hockey Registration 

• Learn to Play - The Canal Sharks are pleased 
to announce the registration for the Learn-To-Play hockey 
program. This program is open to all girls and boys 

that would like to have a little fun and learn the game. 
Skaters registering for this program should be able to 
skate the length of the ice with equipment on and without 
assistance. All ice time will be at the Gallo Arena in 
Bourne and will be played on the weekend. 

• House Mite League - The Canal Sharks are 



ww.stepheiidixoiimc.coin 



Steve Dixon, Presidettt 



Stephen Dixon, Inc. 
Custom Homes A Renovaiions 



Tel: (508) 126 Highhwd Street 

Fax: (508) 94641868 Middieboro, MA 02346 

e-mafl: steve^stephendixoBinccom 



ELECmiOAN 



J«*(508) 758-2390 



MA Lic#E51262 
Mattapoisett, MA 



resibtntial - commemal - inbustnai 
fully) insured 



pleased to announce an exciting and newly designed 
House Mite ''Original 6 NHL'' Hockey League. 
This format was designed with fun in mind and the 
understanding that these young players will develop 
their skills better in smaller ice games and that both 
kids and parents want the real team, real game feel. 
This program is open to boys and girls. Some hockey 
experience is recommended. Ice time will be held at 
Gallo Arena on one weekday evening and one weekend 
morning. 

Be sure to visit online for all the details of the 
programs, including costs and registration. 
If you have questions, please call the registrar at 508-536- 
3528. www.CapeCodCanaIYouthHockey.com. 




Happy Holidays to all 
our friends and patrons. 
We at 

Ve^o^ 4((tomoti(/^ Smice 

wish you the very best 
for the 





mming yea 




24 HOUR TOWING SERVICE 
Days: 758-2153 If No Answer: 758-2425 



3 County Road, Route 6, Mattapoisett 

(Across from the Jack Conway Building) 
Citgo Petroleum Products 

OPEN: Monday-Friday 8 to 5:30. Saturday: 8 to 12:30 
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Debris removal. Trashouts. 
(508)558-0084 
Bob. Insured. 



Desk with three small drawers and file cabinet in 
desk - $75. Futon - $200. Loveseat blue with shells 

- $25. Couch w/ floral design - $175 & match- 
ing sofa chair - $50. Snowboard Burton women's 
design - $200. Snowboarding Boots (Head) size 8 - 
$50. Snowboarding Jacket Women's Med (Emprye) 
multi colored strips - $45. Binding women's Med 
(Head) - $45. 
508-360-0213 Julie 



Drivers: Start up to $.41 /mi. Home Weekly or Bi- 
Weekly. CDL-A 6 mos. OTR exp. Req. Equipment 
you'll be proud to drive! (888)247-4037 



DT Shea Property Enhancement 

We offer: Hazardous tree removal, all types of 
tree & shrub pruning, Fall clean-ups. roofing, sid- 
ing and MORE. Ask for Dan 508-759-7991 



DUMP RUNS and MORE Any cleanup, yards, 
houses, attics, apts, some landscaping, etc.. 
and Metal pickup... Call Cliff 508-472-8539 



EXECU-MAID.com ONE CALL DOES IT ALL! 
Servicing the Southcoast for over 30 yrs. Bonded/ 
Insured. FREE ESTIMATES. Open Saturdays. 
Credit Cards Accepted. Daily, Weekly, Bi-weekly 
residential & commercial cleaning, window wash- 
ing, foreclosure cleans, fall cleans, rental turnovers, 
home closings, trashouts, heavy cleans, dumpster/ 
dump runs, packing & unpacking services, uphol- 
stery & leather cleaning, furnace puffbacks,soot 
cleaning, water restoration & mold cleaning, floor 
waxing, odor control, move-in/out cleans, laundry, 
real estate market cleans, gutters, oriental/wool rug 
cleaning 508-758-9027 



Experienced CNA needed to fill in schedule for 
complex private homecare case. Per diem 24-hour 
shifts. Mattapoisett (508) 207-3309 



Fairhaven House on Water 
Fully furnished. Available Nov 1 'til May 508-997- 
7867 



Fairhaven, $725 mo 1 br Steps to beach nice! ! 
private apt on lower level in a 2 story house washer 

& dryer included new kitchen & appl. Quiet & 
safe neighbor. Serious inquiries only, lyr lease, no 
smoking, no pets.Call 508-997-8666 



FED UP WITH HAM 
& EGG CARPENTRY? 
For good old fashioned quality at reasonable 
prices, call the "Old Master Craftsman," 
R. Scott Armbruster. 508-758-2891 



Flute and voice lessons given in your home. 
Call Holly Gordon 
508-965-5380 



For Rent 
Studio, Mattapoisett Village. 
Newly renovated. 2nd floor. 
$700/month 508-728-3103 



For Sale: Sports-Quahty Foosball Table 
$50 or Best Offer 
Call 508-758-6797 



CLASSIFIED ADVERTISEMENTS 



FOR RENT " MATTAPOISETT 

1 bedroom apt. near village, yr. lease, includes 
washer &dryer. $750 per/mo Call 
FISHER & ROCHAINC. 508-758-6738 



FREE TAKE AWAY: 
LAWNMOWERS,GRILLS,WATER 
TANKS,DRYER,WASHER,FRIDGE,A/C BAT- 
TERIES, ANY TYPE OF METAL, CALL PAUL 
(508)965-2700 



Guida's Cleaning 
Portuguese Style, Home and Office 
Power washing 
508-287-7947, 774-202-5510 



HAIR UNLIMITED 

508-758-2200 
www. HairUnlimitedS alon .com 



HARRY BENSON - HOME REPAIRS Interior & 
Exterior Painting, 
Power Washing, Carpentry. 
Reasonable Rates. (508) 758-9839 



Heart of Marion Village 
One bedroom Apt, office/den. Offstreet parking, 
laundry, no smokers, no pets, $875 plus utilities, 
call 508-472-5627. 



Hearthstone II Wood Stove 
For Sale: Hearthstone II (soapstone stove), with 
coal basket. Recognized as one of the best stoves, 
very good condition, heats 1900 square feet. $625 
508-748-0550 



Help A Child 
13 yr. old child trying to make xmas money. Can 
babysit, clean, setup your xmas decorations, com- 
panion for edlerly. 617-519-7811 



HOME AND YARD CLEANUPS 
Brush and Tree Removal 
Reasonable, Reliable with References 
(ins) 508-971-8248 



HOMECARE 
Design & Property Management 

Design Build Additions Renovations 
Serving the tri-town area for 25 years! 
Craig M. Mechler 
508-758-2986 
homecaredpm@verizon.net 
Now accepting new clients 
Full Service Property Management 
& 

Winter Watch Programs 



I BUY TOOLS 
Retiree buys machinist, automotive & woodwork- 
ing tools to fix & resell to keep busy. 
Call Rusty 774-206-6298 



Interior Painting 

Average size room 
2 coats on walls $200 
Pictures and References available on request 
508-728-4386 



LOCAL HAY 

1st and 2nd cuttings available 
Call 508-996-8462 after 6pm 



CLASSIFIED INFORMATION 



Classified Policy: All Classified 
Advertisements must be prepaid and 
can be placed at our office or on line at 
www.wanderer.com. 

Classified Deadline: Tuesday at 
10:00 am for Thursday's paper. 

Classified Rates: 

Classified Advertisements are $5.00 
for 3 lines or less per week. Each 
additional line is $1.00 per week. There 
are an average of six words per line. 

Classified Guidelines: 

*As a general rule there are 
approximately six words per line in a 
standard classified ad. 
*Blank Lines cannot be used in 
Classified Advertisements. 
*There is only upper case and lower 
case lettering. 

*No Graphics may be used in 
Classified Ads. 

Mailing Classified Ads: Ads can be 
mailed with payment to P.O. Box 102, 
Mattapoisett, MA 02739 

Dropping Off Classified 
Advertisements: Ads can be dropped 
by our office at 55 County Road in 
Mattapoisett, Monday, Thurs, Fri -9am 
to 3pm; Tuesday 9am to noon 

Legal Advertisements: 

* Legal Ads are $1.00 per line, at a 
minimum of $20. per ad. 
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F Swedish 

F Hot stone 
1 Cranial Sacral 
F Reiki & Sound 


MASS 


A C. ¥ 


\ A family 


Paula Lazaroff.LMT 
Fairhaven, MA 

508 863-0190 

1 




www.massage 


isessential.n6t 



Heritage Bricks 

The Mattapoisett Historical Commission is 
offering the people of Mattapoisett an opportunity to 
purchase Heritage Bricks in honor or memory of family 
and friends. These inscribed bricks will be installed in one 
of the town's parks. 

The cost of each granite brick will be $50. Each 
brick may be inscribed with up to 3 lines, each line 
containing no more than 16 letters including spacing and 
punctuation. 

The commission orders bricks in lots of 15. You 
will be notified where and when your brick is installed. 

For more information contact the Mattapoisett 
Historical Commission, Town Hall, P.O. Box 435, 
Mattapoisett, MA 02739. 

Be a Foster Parent 

Your open door is hope! Become a foster parent. 
Dare Family Services is seeking caring families to provide 
foster care for area children. While helping a child, you 
will receive excellent training, 24-hour support and 
a tax-free stipend toward the child's care. For more 
information, please call 508-802-9515. 

Be a Part of the Road to Recovery 

The American Cancer Society's Road to Recovery 
program is in great need of volunteers to drive local 
cancer patients to and from their life-saving medical 





1 

i Gordon Plumbing and Heating 




1 il EDMUND L GORDON 




1 774M9-22I4 




1 508-758-3158 


-HI 


EdGordonl2@ComCast.Net 




^rm^ PO Box 729 




jflp^ MatopoiMCt, MA 02739 




Master Plumber License # 1 2424 



appointments. An integral part of treating cancer 
successfully is making sure cancer patients receive 
their treatments, but many find making transportation 
arrangements is a challenge. The American Cancer Society 
provided more than 7,900 rides to cancer patients in 
Massachusetts last year, but needs new volunteer drivers 
to keep up with the demand for transportation. 

'T decided to get involved with the American 
Cancer Society's Road to Recovery program because 
it seemed like a very simple way to be able make a 
difference, and it was just one hour a month,'' said Beth 
Riccitelli of Somerset who has been a driver for almost 
two years. 'T was also newly retired and didn't mind 
driving, so Road to Recovery was the ideal way to meet 



SHIPPING 

YOUR CHOICE OF CARRIER 




HATHAWAY'S 

LAWN & YARD CARE 




Find Us On 



faceboo^ 

• Landscaping/Maintenance 

• Materials Available 

• Snow Plowing 

• Loader Services 



Noah Hathaway 

Office: 774-849-5138 
HathawaysLawn@yahoo.com 

• Mowing 
• Deliveries 
• Seasonal Clean-ups 
* Fertilizer Application 




IKIoil Boh SefYiee#" 

82 County Rd (Rte 6) Mattapoisett 

508 758 9700 | M-F 7:30-6pm Sat S- 4pm 
w ww.m attapoisettma llboxes .com 

Notary, passport photos, soanning. faxing 

"Like" us on Facebook 
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$100 - $200 Paid for Junk Cars or Trucks. Free 
Removal. 10 years or older. No Title required with 
a signed waiver. Please call 508-763-8323 or 774- 
259-9027 

1997 Dodge 1500 SLT Club Cab Laramie-4WD 

V8 magnum 5.9L, tow pkg, rem start,sldrw ps,pb,p 
w,pdl,AC,alloys,abs,cruise,bedliner,am-fm-cd 
A lot of work done last 6 months: up&lo B J, 
exhaust shackles, brakes and hoses, recent oil and 
trans fl. good cond $4900. 
Call Ron 781-720-8209(mattapoisett) 

6 month rental - Shared Mattapoisett Village 
home 1/1/12-6/1/12. Private two room suite and 
shared kitchen and bath space. No smoking or pets. 
$550 month plus utilitites. 508-758-3931 

A Happy Healthy Start Daycare 

Opening now available 
Call 508-763-4333 or visit online at 
www. ahappyhealthystart.com 



Acushnet - Studio apartment 
stove - fridge - wall-to-wall - newly painted - up- 
per floor - off street parking - no pets - no smoking 
- owner occupied. $680.00 per month all utilities 
included. 508-998-1015 

All Types of Alterations 
Men's - Ladies - Children 

IT'S SEW EASY 
Tailoring by Mario Luzza 

265 Wareham Rd, Marion 
(508) 748-6500 

Apartment: 1st flr, spacious 2-BR, very clean, w/d 
hookup, 43 North Street, $890 / mo 
Call: 508-758-9481 

Apartments for rent 
Mattapoisett 
1 and 2 bedroom 
Townhouse style units 

1 bedroom $l,125/month 

2 bedroom $l,250/month 

call 508-509-6975 

APPLIANCE REPAIR 

Washers, Dryers, Stoves & More 
508-954-5277 



CLASSIFIED ADVERTISEMENTS 



Art Lessons: Fox Run Studio offers Private 
Instruction in all mediums. Children and adults, 
coastal watercolors, commissions accepted. 
508-758-9240 

BEACH CLUB MANAGER POSITION: 
The Piney Point Beach Club seeks a manager for 
Summer 2012. Qualifications: Current certification 
in Red Cross/First Aid, CPR card and college di- 
ploma. WSI and managerial experience preferred. 

Salary competitive. If interested, please email 
cover letter, current resume and a list of references 
to ldo25@hotmail.com. Application deadline: 
February 1, 2012. 

BOB'S LAWN SERVICE 

Complete yard care. 
SEASONED FIREWOOD $225.00/cord, 
inlcudes delivery. Dump Runs. New customers 
welcome. Located at Staffon Greenhouse 

Alden Rd. Fairhaven. Free Estimates 
Cell 774-263-4002 - Office 508-997-9259 

BOSTON RED SOX 2004 WORLD SERIES 
CHAMPIONSHIP JERSEY signed by the team to 
"REVERSE THE CURSE", certificate of authentic- 
ity as well as schematics of the signatures Tristar 
Numbered #43 of 104 BEST CHRISTMAS GIFT 
EVER! !...$5k (774-930-8698) see locally 

Brandon's Tree Service & Landscaping 

-Professional Tree Trimming & Removals- 
-Bobcat Service, Full Landscaping,Cleanups- 
-Stone Walls, Patios, Firewood $225 -INSURED- 
Call Jeff at 508-232-9949 

BUILD ABLE LOT - MATTAPOISETT 

Septic system already installed - $85,000 
Coldwell Banker Res. Brokerage 
508-748-3044 x35 

CERAMIC TILE REPAIR 
Regrout Tub & Showers. 
Install tile, glass, stone & laminate floors. 
508-509-8031 GaryPicard 

Charming Carriage House for rent. 
$1100/Lg. One BR/Bath/Lg. Priv. Yard. 
Non-smkg. No pets. 
105 High St., Wareham 
Call 508-295-9475 

COUNTRY MASON 

Wayne Therrien 
Bricks, Stones, Concrete, Aluminum Rails 
Lie & Ins. 40 yrs experience. 508-763-4586 



Wanderer 



The Wanderer is an indeipendently 
owned and published weekly 
newspaper that is distributed to the 
public free of charge throughout 
Mattapoisett, Marion, Rochester and 
the surrounding communities. 

Mailing Address: 

P.O. Box 102 
Mattapoisett, MA 02739 

Office: 

55 County Road (Route 6) Mattapoisett 



Telephone: 
FAX: 



(508) 758-9055 
(508) 758-4845 



Web Page: www.wanderer.com 
E-mail: 

General/ Advertising: 

of fice@wanderer. com 
News: news@wanderer.com 

Deadlines: 

(Display Ads) Friday at 3pm 
(News) Monday at noon 
(All Others) Tuesday at 10am 
Office Hours: 

Mon., Thur. & Fri. 9am-3pm 
Tues. 9am - 12 noon 

Staff: 

Paul R. Lopes, Editor 
Anne Kakley, News Editor 
Laura Pedulli, Reporter 
Mary Redman, 

Advertising Representative 
Denise Mello, 

Advertising Representative 
Shawn Sweet, Office Manager 
Joan Hartnett-Barry, Correspondent 
Felix Perez, Photographer 

©2011 Wanderer Com, Inc. 
All rights reserved, no -part of this publication 
may he reproduced without permission. 
ISSN 1559-1212 
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new people. It really feels good to be able to provide 
transportation to a patient in need of a ride. Everyone 
is so thankful, and I have been able to make some 
wonderful friends.'' 

You too can make a difference in the fight against 
cancer by becoming a driver for the American Cancer 
Society's Road to Recovery. Drivers use their own 
vehicle to drive patients to and from their treatments. 
The schedule for volunteers is flexible, treatment 
appointments take place weekdays, primarily during 
business hours. If you or someone you know is interested 
in becoming a volunteer driver for Road to Recovery, 
please contact your American Cancer Society at 1-800-227- 
2345 or visit Cancer.org. 

Office of Veteran Affairs 
• Shipyard Park Flag Display - The Veterans 
Service Office would like to offer families of deceased 
veterans of Mattapoisett two weeks to fly their veteran's 
burial flag at Shipyard Park. The offer is for two weeks 
and will start on a Friday and end on a Friday. It will be in 
a first come, first serve basis. 

Any family of a Mattapoisett veteran that would 
like to honor the veteran on a special date, please call the 



Mattapoisett Veterans Office at 508-757-4100, ext. 212 for 
more information. 

• Warning to Veterans from D VA - A note 
to veterans: an organization called "Veterans Affairs 
Services" (VAS) is gathering benefit and general 
information on veterans. This organization is not affiliated 
with the U.S. Department of Veteran Affairs (VA) in any 
way. 

VAS may be gaining access to military personnel 
through their close resemblance to the VA name and 
seal. Mattapoisett's Legal Counsel has requested that 
the Mattapoisett Veteran's Office coordinate with the 
Department of Defense to inform military installations, 
particularly mobilization sites, of this group (VAS) and 
their lack of affiliation or endorsement by the VA. 

In addition, if you have any examples of VAS acts 
that violate chapter 59 of Title 38 United States Code, such 
as VAS employees assisting veterans in the preparation 
and presentation of claims for benefits, please pass this 
information to Michael Daugherty at the following 
address: Michael Daugherty, Staff Attorney, Department 
of Veterans Affairs, Office of General Counsel (022G2). 

For further information, please contact 
Mattapoisett's Veteran's Office at 508-758-4100, ext. 212. 



Real Estate Transactions ©2011 The Warren Group, reprinted with permission 



Buver(s) 


Seller(s) 


Address 


Citv 


Date 


Price 


Delehanty, Kevin J 
Delehanty, Carol A 


Dartt, James 
Dartt, Wendy 


8 Bayberry Ln 


Marion 


12/01/2011 


272500 


Assad, Shay D 
Assad, Christine M 


Webster First ECU 

X 


32 Beach St 


Marion 


11/28/2011 


825000 


Fantoni, Mark A 
Fantoni, Christine M 


Divincenzo, Jonathan 
Divincenzo, Amy 


4 Cove St 


Marion 


11/30/2011 


720000 


Divincenzo, Jonathan P 
Divincenzo, Amy 


Fantoni, Christine M 
Fantoni, Mark A 


370 Delano Rd 


Marion 


11/30/2011 


1185000 


Doubrava, Jeffrey J 
Doubrava, Elizabeth M 


Egger-Hanson RT 
Hanson, Kenneth L 


47 East Ave 


Marion 


12/01/2011 


1430000 


Jenney, David J 

X 


Kendrick, Robin L 

X 


828 Point Rd 


Marion 


11/28/2011 


75000 


Gold, Stevan B 
Gold, Pamela J 


Ciffolillo, Jon A 
Tichon, Julie A 


8 Bay View Avenue Bb 


Mattapoisett 


11/30/2011 


595000 


Philie, Doreen L 

x 


Long Built Homes Inc 

X 


99 Brandt Island Rd 


Mattapoisett 


11/29/2011 


383000 


Scully, Daniel R 
Scully, Jennifer R 


Brandt Island RT 
Mello, Curtis J 


Brandt Island Rd #39 


Mattapoisett 


12/02/2011 


135000 


Dabrowski, Ronald A 
Dabrowski, Jessica G 


Richards, Natalie T 

X 


2 Sagamore Rd 


Mattapoisett 


11/30/2011 


480000 


Vaninwegen, Richard 
Vaninwegen, Barbara 


Morin, Michael D 

X 


9 Winnatuxett Beach Rd 


Mattapoisett 


11/30/2011 


548755 


Thomas, Kyle G 
Thomas, Erica J 


Connet Woods LLC 

X 


11 Box Turtle Dr 


Rochester 


12/01/2011 


370000 


Sharpies, Chris T 
Sharpies, Dianne L 


Morrison, Schoen D 
Morrison, Bonnie A 


105 New Bedford Rd 


Rochester 


11/29/2011 


253000 


Rusinoski, Chad M 

X 


Lheureux, Norman G 
Lheureux, Jacqueline K 


46 Quaker Ln 


Rochester 


12/01/2011 


310000 


Visit us at www.wanderer.com to search past Real Estate Transactions with our searchable database 
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RgeFING^''REM@DEL'ING 



#7 In Roofing 

★ Professional Installation 

★ 24 Hour Roof Repairs 

★ 30 Year Roof Shingle Warranties 

★ Will beat All Estimates 

★ Accepting All Major Credit Cards 



VISJi 



Found the Aardvark! 

Each week, hidden somewhere in the 
pages of The Wanderer is a tiny drawing of an 
aardvark. The little guy you are looking for looks 
exactly like the one pictured above (but don't put 
down this page as your answer, there's another 
one hidden somewhere in this issue). 

Once you find the aardvark you can sub- 
mit your answer online and if you are right you 
will get Aardvark Points! You can then use these 
points to get cool Aardvark Prizes! 

Each time you find the Aardvark you will 
also be entered in our monthly drawing for other 
cool Aardvark Prizes. 

If you would like to enter the monthly 
drawing by mail, send your name, address and 
phone number along with the issue date and 
page number you found him in to: Wanderer - I 
Found the Aardvark, P.O. Box 102, Mattapoisett, 
MA 02739. Entries by mail will not be eligible for 
Aardvark Points. 

To enter visit: www.wanderer.com and 
Click on I Found the Aardvark 

In the December 15, 2011 issue 
the Aardvark was on page 12! 



Local Tides 


Date 


Day 


Hign 
a.m. 


p.m. 


Low 

a.m. 


p.m. 




Thurs. 


5:22 


5:44 


11:33 


11:11 






6:17 


6:38 




12:26 


T^ppprYinpr" OA.' 


Sat. 


7:09 


7:30 


12:03 


1:16 






7:59 


8:20 


12:55 


2:03 




]M!on 


O.rtO 


Q-in 

y.j.\j 


1 -Aft 

J. .rrU 


2:44 


December 27i 


Tues. 


9:37 


9:59 


2:34 


3:22 


December 28: 


Wed. 


10:26 


10:49 


3:21 


3:58 


December 29 1 


Thurs. 


11:14 


11:38 


4:06 


4:35 


December 30 1 


Fri. 




12:02 


4:53 


5:14 


December 31 1 


Sat. 


12:26 


12:49 


5:47 


5:59 


Ja.niia.ry li 


Sun. 


1:15 


1:37 


6:54 


6:54 


January 2: 


Mon. 


2:06 


2:30 


8:21 


7:55 


January 3: 


Tues. 


2:59 


3:24 


9:26 


8:52 


January 4: 


Wed. 


3:56 


4:19 


10:16 


9:44 


January 5: 


Thurs. 


4:49 


5:11 


11:01 


10:31 


January 6: 


Fri. 


5:35 


5:56 


11:45 


11:17 


January 7: 


Sat. 


6:16 


6:39 




12:28 


January 8: 


Sun. 


6:56 


7:20 


12:11 


1:09 


Phases 
of the 
Moon 


New Moon 
First Quarter 
Full Moon 
Last Quarter 


December 24th 
January 1st 
January 9th 
January 16th 





off the mark 



by Mark Parisi 



f CD 



.8 
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565 Rounseville Rd. 
Rochester, MA 02770 
Phone: 508.763.5333 



Open Every doy from 7 am to 9pm 



DGTiy Sciiivj te ^^Gjaff) iKbccote (^mmi {iMi^nM 

Plenty of Parking' Mindly Service > Weekly SpecFols 

k 



leniy or par King ■ 



■ Be sure fa check out our 
expanded WmB SBCtion! 




P/icey i0eciive: December 2S - Deeember 29* 2011 



PLoCKPUyrERSAVlKGS! 

i 





IJJiDP^thDiLK Ctrtif iEd AnjjuS Beef 
Boneless 






1^ oz r Sefette c1 



il Qir Cans or Bottles 

-Amst^l Light] 
12 Pack 



Gallon • I'T Reduced Fat 

GarelkkLRanms. 

Milk 






BERINGEK. 

75d7nl California' Wines 
Assorted Variety Is 

Beringer 
ESu n d er 's Estate , 




Tie/h* Oucililii Pracluco ol Plumb Comef 




Mcintosh Apple 

Imported from Mc?titt> 

Mass Avocados. 

Imported from Guatemala 

Cantaloupes 

California 

Lemons 



K-lh + fl + l + j + l F + F + I + -I + 4 l' + P + l + - - 



California 

Limes 



99- 

... I ea. 

49* 

39" 
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TIRED OF BEING RIPPED OFF 
SERVICING YOUR VEHICLE? 

NOBODY beats our prices on repairs! 

^Servicing All Makes * Brakes * Exhaust 
*Tune-ups * Front-end Work * Auto Diagnostics 
Towing Available * Timing Belts * Check Engine Lights 



Full Service 
Repairs on 
Saturdays 





www.rrrautosales.com 
for a complete inventory 
of vehicles for sale, 
includes photos and 
prices 



--QjUdtX^ ^^^^-(X^^^^ Open Mon-Fri 8-6, Sat 8-5 

RFPAIR FAril ITY 

372 HUTTLESTON AVE., FAIRHAVEN, MA • (508) 997-0423 - (508) 997-0573 



HEATER 
REPAIRS 



1 1 
1 1 
1 1 



Oil & Filter Change 
$-| g.95 

(includes free safety check) 



*^most vehicles 



New Front or Rear i i Transmission Rebuilds I 



I 



I 



Braises Installed 

''most vehicles 

FREE ESllMAris! 



I 



I . $1 ,500-$2,000 with 1 year 
I I warranty - Free estimates I 



MA STATE INSPECTION 
STATION 




MA INSPECTION No. 36657 STATION 



I We Perform Dealer i 
I Maintenance Check-ups at I 

■ Severely Discounted Prices. ■ 

■ Call Today for ■ 



Free Estimate!! 



I 



